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The  following  is  a  general  subject  guide  designed  to  lead  users  to 
agencies  which  published  material  during  the  period  covered  by  this  INDEX. 
Inquiries  may  be  made  to  area  code  202-523-5227. 


SUBJECTS 


AGENCIES  IN  THIS  INDEX 


Accidents _ _ _  National  Transportation  Safety  Board. 

Additives _  Environmental  Protection  Agency. 

Food  and  Drus  Administration. 

Advertising _  Federal  Communications  Commission. 

Federai  Highway  Administration. 
Federal  Trade  Commission. 

Food  and  Drug  Administration. 
Securities  and  Exchange  Commission. 

Aged _ _ _  Aging,  Federal  Council  on. 


Aging  Administration. 

Health,  Education,  and  Welfare  Department. 
Housing  and  Urban  Development  Depart¬ 
ment. 

Labor  Depai-tment. 

Social  Security  Admini.>tration. 

Air  Pollution.  See  Pollution. 

Aircraft,  Air  Carriers,  Airports _  Air  Force  Department. 

Civil  Aeronautics  Board. 

Customs  Service. 

Federal  Aviation  Administration. 

Federal  Communications  Commission. 
Federal  Energy  Administration. 

General  Accoimting  OfBce. 

National  Park  Service. 

National  Transportation  Safety  Board. 
Nuclear  Regulatory  Commission. 

Alcohol _ _ _  Alcohol,  Drug  Abase,  and  Mental  Health 

Administration. 

Alcohol,  Tobacco,  and  Firearms  Bureau. 
Civil  Aeronautics  Board. 

Indian  Affairs  Bureaa 

National  Highway  Traffic  Safety  Adminis¬ 
tration. 

Social  and  Rehabilitation  Service. 

Special  Action  Office  for  Drog  Abuse  Preven¬ 
tion. 

Transportation  Department. 


Allens - - -  Immigration  and  Naturalization  Service. 

Manpower  Administration. 

Animals _ _ _  Animal  and  Plant  Health  Inspection  Sen  lce. 


Commodity  Credit  Corporation. 

Commodity  Exchange  Authority. 

Fish  and  Wildlife  Service. 

Food  and  Drug  Administration. 

National  Oceanic  and  Atmospheric  Admin¬ 
istration. 

Small  Business  Administration. 

Armed  Forees _ _  Air  Force  Department. 

Aimy  Department. 

Civil  Aeronautics  Board. 

Defense  Civil  Preparedness  Agency. 

Defense  Commimicatlons  Agency. 

Defense  Department. 

Defense  Manpower  Commission. 

Domestic  and  International  Business  Admin¬ 
istration. 

Navy  Department. 

Selective  Service  System. 
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Banks,  Banking _ _ _ 

_  Comptroller  of  the  Currency.  ^ 

Farmers  Home  Administration. 

Federal  Deposit  Insurance  Corporation. 

Federal  Home  Loan  Bank  Board.  ^ 

Federal  Re.serve  System.  • 

National  Credit  Union  Administration. 

Biological  Products - 

-  Animal  and  Plant  Health  Inspection  Service. 

Food  and  Drug  Administration. 

Bii  ds _ 

_  Fisli  and  Wildlife  Service. 

Blind  . . 

Boats,  Boating.  See  Vessels. 

_  Committee  for  Purchase  from  the  Blind  and 

Other  Severely  Handicapped. 

Social  Security  Administration. 

Bridges _ 

_  Coa.st  Guard. 

Federal  Highway  Administration. 

Broadcasting.  See  Conununications. 

1 

Children,  Child  Protection _ 

_  Child  Support  Office. 

Con-sumer  Product  Safety  Commission. 

Education  Office.  , 

Federal  Communications  Commission.  ] 

Food  and  Nutrition  Service.  ' 

Forest  Service. 

Health  Services  Administration. 

Human  Development  Office.  , 

Labor  Department.  ] 

National  Advisory  Council  on  the  Education 
of  Disadvantaged  Children. 

Public  Health  Service. 

Social  and  Rehabilitation  Service.  r. 

Wage  and  Hour  Division.  t 

Civil  Rights . . 

_  American  Revolution  Bicentennial  Ad- 

mini.stration. 

Citizen’s  Advisory  Council  on  the  Status  of 

Women. 

Civil  Rights  Commission.  1 

Civil  Service  Commission.  1 

Economic  Development  Administration. 

Education  Office. 

Equal  Employment  Opportunity  Commis¬ 
sion. 

Federal  Contract  Compliance  Office.  . 

Federal  Home  Loan  Bank  Board.  1 

Federal  Reserve  System.  r 

Health,  Education,  and  Welfare  Depart-  1 

ment.  I 

Housing  and  Urban  Development  Depart-  I 

ment.  i 

Interior  Department.  f 

National  Credit  Union  Administration.  > 

Rural  Electrification  Administration. 

Traasportation  Department. 

Treasuiy  Department. 

Coal  . 

_  Federal  Energy  Administration.  1 

Hearings  and  Appeals  Office.  I 

Interim  Compliance  Panel  (Coal  Mine  P 

Health  and  Safety) .  ] 

Communications _ 

-  Comptroller  General. 

Federal  Communications  Commission. 

National  Institutes  of  Health. 

Telecommunications  Policy  Office. 

Construction  Industry _ 

_  Employment  Standards  Administration. 

Transportation  Department. 

Consumers _ 

_  Consumer  Product  Safety  Commission. 

Civil  Aeronautics  Board. 

Education  Office. 

Farmers  Home  Administration. 

Federal  Reserve  System. 

Federal  Trade  Commission. 

National  Highway  Traffic  Safety  Adminis¬ 
tration. 

Continental  Shdf _ 

-  Geological  Survey. 

Interior  Department. 

Land  Management  Bureau. 

.. 
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Cosmetics _  Food  and  Drug  Administration. 

Crime _  Commission  on  the  Review  of  the  National 

Policy  Toward  Gambling. 

Federal  Bureau  of  Investigation. 

Dairy  Products _  Agricultural  Marketing  Service. 


Agriculture  Department. 
Commodity  Credit  Corporation. 
Customs  Service. 

Pood  and  Drug  Administration. 
Food  and  Nutrition  Service. 
Prc.sidential  Executive  Order. 


Disaster  Assistance _  Farmers  Home  Administration. 

Federal  Disaster  Assistance  Administration. 
Federal  Insurance  Administration. 

Small  Business  Administration. 

Diseases _  Animal  and  Plant  Health  Inspection  Service. 

Disease  Control  Center. 

I'ood  and  Drug  Administration. 

Drugs _  Alcohol,  Drug  Abuse,  and  Mental  Health 


Administration. 

Drug  Enforcement  Administration. 

Federal  Trade  Commission. 

Food  and  Drug  Administration. 

Social  and  Rehabilitation  Service. 

Special  Action  Office  for  Drug  Abuse  Pre¬ 
vention. 

Education  _  Coast  Guard. 

Education  Office. 

Equal  Employment  Opportunity  Commis¬ 
sion. 

Federal  Trade  Commission. 

Food  and  Nutrition  Service. 

Health,  Education,  and  Welfare  Department. 
Human  Development  Office. 

Immigration  and  Naturalization  Service. 
National  Advisory  Coimcil  on  the  Education 
of  Disadvantaged  Children. 

National  Bureau  of  Standards. 

National  Institutes  of  Health. 

Public  Health  Service. 

State  Department. 

Veterans  Administration. 

Wage  and  Hour  Division. 


Elections  _  Federal  Election  Commission. 

Endangered  Species _  Fish  and  Wildlife  Service. 

National  Oceanic  and  Atmospheric  Admin¬ 
istration. 

Energy _  See  also  Coal;  Gas;  Nuclear  Materials;  Oil. 


Bonneville  Power  Administration. 

Energy  Research  and  Development  Adminis¬ 
tration. 

Federal  Energy  Administration. 

Federal  Power  Commission. 

General  Services  Administration. 

Geological  Survey. 

Reclamation  Bureau. 

Rural  Electrification  Administration. 

Energy  Conservation -  Commerce  Department. 

Education  Office. 

Federal  Energy  Administration. 

General  Services  Administration. 

Interstate  Commerce  Commission. 

Explosives.  See  Hazardous  Substances. 

Exports.  See  Imports  and  Exports. 

Federal  Employees.  See  Government 
Employees. 

Fire  Protection _  Coast  Guard. 

Consumer  Product  Safety  Commission. 
Federal  Aviation  Administration. 

Forest  Service. 

Hazardous  Materials  Regulations  Board. 
Housing  and  Urban  Development  Depart¬ 
ment. 

Firearms  and  Ammunition _  Alcohol,  Tobacco,  and  Firearms  Bureau. 

Federal  Aviation  Administration. 
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Fish,  Fishing _ 

Flood  Assistance _ 

Foreign  Aid - 

Foreign  Trade.  See  Imports  and  EIxports. 
Forests _ 

Fruits  and  Juices _ 

Fuel.  See  Coal;  Gas;  OH. 

Gas _ 

Geothermal  Resources _ 

Gold  . . . . 

Government  Employees _ 

Grains _ 

Grazing  Regulatl<ms _ 

Guns.  See  Firearms  and  Ammunition. 
Handicapped  _ 


Hazardous  SubetaaoM. 


Health _ 


AGENCIES  IN  THIS  INDEX 

Customs  Service. 

Fish  and  Wildlife  Service. 

Food  and  Drug  Administration. 

Indian  Affairs  Bureau. 

National  Oceanic  and  Atmospheric  Admin¬ 
istration. 

National  Park  Service. 

Federal  Eiisaster  Assistance  Administration. 
Federal  Home  Loan  Bank  Board. 

Federal  Insurance  Administration. 

Agency  for  International  Development. 


Agriculture  Department. 

Forest  Service. 

Agricultural  Marketing  Service. 
Federal  Crop  Insurance  Corporation. 
Food  and  Drug  Administration. 


Civil  Aeronautics  Board. 

Environmental  Protection  Agency. 

Federal  Energy  Administration. 

Federal  Power  Conunlsslon. 

Geological  Sxirvey. 

Land  Management  Bureau. 

Pipeline  Safety  Office. 

Geological  Survey. 

Commodity  Futures  Trading  Commission. 
Federal  Home  Loan  Bank  Board. 

Monetary  Offices. 

Postal  Service. 

Treasury  Department. 

Civil  Service  Commission. 

Consiuner  Product  Safety  Commission. 

Agricultural  Marketing  Service. 

Agricultural  Stabilization  and  Conservation 
Service. 

Agriculture  Department. 

Coast  Guard. 

Commodity  Credit  Corporation. 

Federal  Crop  Insurance  Corporation. 

Forest  Service. 

Land  Management  Bureau. 


Conunlttee  for  Purchase  from  the  Blind  and 
Other  Severely  Handicapped. 

Education  Office. 

Health,  Education,  and  Welfare  Department. 
Housing  and  Urban  Development  Depart¬ 
ment. 

Labor  Department. 

Social  Security  Administration. 

Alcohol.  Tobacco,  and  Firearms  Bureau. 
Environmental  Protection  Agency. 

Federal  Aviation  Administration. 

Hazardous  Materials  Regulations  Board. 
Housing  and  Urban  Development  Depart¬ 
ment. 

Occupational  Safety  and  Health  Adminis¬ 
tration. 

Animal  and  Plant  Health  Inspection  Service. 
Civil  Service  Commission. 

Consumer  Product  Safety  Commission. 
Disease  Control  Center. 

Federal  Communications  Commission. 

Food  and  Drug  Administration. 

Health,  Education,  and  Welfare  Department. 
Health  Resources  Administration. 

Health  Services  Administration. 

Human  Development  Office. 

Interim  Compliance  Panel  (Coal  Mine 
Health  and  Safety) . 

Management  and  Budget  Office. 

National  Institutes  of  Health. 
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Health — Continued 


Highways 


Historic  Preservation- 

Hospitals.  See  Health. 
Housing _ 


Hunting _ 

Imports  and  Exports. 


Indians  — 

Insurance 


Juvenile  Delinquency. 

libraries _ 

Meat  and  Products.. 


Medical  Care.  See  Health. 
Minerals,  Mining _ 


Motor  Vehicles. 


Occupational  Safety  and  Health  Adminis¬ 
tration. 

Public  Health  Service. 

Social  and  Rehabilitation  Service. 

Social  Security  Administration. 

Federal  Highway  Administration. 

National  Highway  Traffic  Safety  Adminis¬ 
tration. 

Transportation  Department. 

Advisory  Council  on  Historic  Preservation. 
National  Park  Sei*vice. 


Agency  for  International  Development. 
Farmers  Home  Administration. 

Federal  Home  Loan  Bank  Board. 

I’cderal  Reserve  System. 

Housing  and  Urban  Development  Depart¬ 
ment. 

Indian  Affairs  Bureau. 

Fish  and  Wildlife  Service. 

Agriculture  Department. 

Animal  and  Plant  Health  Inspection  Service. 
Commodity  Credit  Corporation. 

Customs  Service. 

Domestic  and  International  Business  Ad¬ 
ministration. 

Drug  Enforcement  Administration. 

Federal  Energy  Administration. 

Foreign  Trade  Zones  Board. 

Interior  Department. 

International  Trade  Commission. 

Land  Management  Bureau. 

National  Oceanic  and  Atmospheric  Admin¬ 
istration. 

Postal  Service. 

Presidential  Executive  Order. 

Presidential  Proclamations. 

T'l-easury  Department. 

Agriculture  Department. 

Indian  Affairs  Bureau. 

Interior  Department. 

Civil  Service  Commission. 

Farmers  Home  Administration. 

Federal  Crop  Insurance  Corporation. 
Federal  Deposit  Insurance  Corporation. 
Federal  Disaster  Assistance  Administration. 
Federal  Home  Loan  Bank  Board. 

Federal  Insurance  Administration. 

Fiscal  Service. 

Health.  Education,  and  Welfare  Department. 
Housing  and  Urban  Development  Depart¬ 
ment. 

Securities  and  Exchange  Commission. 

Small  Business  Administration. 

Social  Security  Administration. 

Veterans  Administration. 

Parole  Board. 

Education  Office. 

Agricultural  Marketing  Service. 

Agriculture  Department. 

Animal  and  Plant  Health  Inspection  Service. 
Packers  and  Stockyards  Administration. 


Domestic  and  International  Business  Ad¬ 
ministration. 

Education  Office. 

Hearings  and  Appeals  Office. 

Interim  Compliance  Panel  (Coal  Mine 
Health  and  Safety) . 

Mining  Enforcement  and  Safety  Administra¬ 
tion. 

Environmental  Protection  Agency. 

Federal  Energy  Administration. 

General  Services  Administration. 
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Motor  VdUcles — Continued 

Hazardous  Materials  Regulations  Board. 

Interstate  Commerce  Commission. 

Land  Management  Bureau. 

National  Highway  Traffic  Safety  Adminis¬ 
tration. 

National  Transportation  Safety  Board. 

Urban  Mass  Tran.sportatlon  Administration. 

Veterans  Administration. 

Noise  Pollution.  See  Pollution. 
Nondiscrimination.  See  Civil  Rights. 
NiirlMir 

_  Energy  Research  and  Development  Admin- 

Istration. 

Environmental  Protection  Agency. 

Federal  Aviation  Administration. 

Labor  Department. 

Nuclear  Regulatory  Commission. 

Nuts  _ 

_  Agricultural  Marketing  Service. 

Agricultural  Stabilization  and  Conservation 

Service. 

Oil . . . - 

_  Customs  Service. 

Domestic  and  International  Business  Ad¬ 
ministration. 

Federal  Energy  Administration. 

Federal  Power  Commission. 

General  Services  Administration. 

Geological  Survey. 

Interior  Department. 

Land  Management  Bureau. 

Presidential  Proclamations. 

Small  Business  Administration. 

Parks  _ 

_  National  Park  Service. 

Pension  Plana _ 

_  Civil  Service  Commission . 

Employee  Benefits  Secui'ity  Office. 

Fiscal  Service. 

Internal  Revenue  Service. 

Labor-Management  Seiwices  Administra¬ 
tion. 

National  Credit  Union  Administratlcm. 

Pension  Benefit  Guaranty  Corporation. 

President’s  Panel  on  Federal  Compensation. 

Railroad  Retirement  Board. 

Treasury  Department. 

Veterans  Administration. 

Workers  Compensation  Programs  Office.  ] 

Pesticides _ 

_  Animal  and  Plant  Health  Inspection  Service. 

Elnvironmental  Protection  Agency. 

Food  and  Drug  Administration. 

Plants  _ _ 

_  Agricultural  Marketing  Service. 

! 

A^cultural  Stabilization  and  Conservation 

Service. 

Commodity  Credit  Corporation. 

Federal  Crop  Insurance  Corporation. 

Fish  and  Wildlife  Service. 

Pollution _ 

_  Coast  Guard. 

Engineers  Corps. 

Environmental  Protection  Agency. 

Environmental  Quality  Council. 

Farmers  Home  Administration. 

Federal  Aviation  Administration. 

Federal  Maritime  Conunlssion. 

Federal  Power  Commission. 

Federal  Railroad  Administration. 

Occupationa'  Safety  and  Health  Adminis¬ 
tration. 

Privacy _ 

_  Civil  Seiwice  Commission. 

Federal  Register  Office. 

Social  and  Rehabilitation  Service. 

Special  Action  Office  for  Dnig  Abuse  Preven¬ 
tion.  j 

Veterans  Administration.  '■ 

Proriirpmpnt,  _ 

_  General  Services  Administration.  .1 

RAilrmulii  _  . 

_  Federal  Highway  Administration. 

L. 

Federal  Railroad  Administration.  I 

Interstate  Commerce  Commission. 

National  Transportation  Safety  Board. 

s 
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Railroads — Conttnueil 
Recreation _ 

Safety _ 


Social  Programs 


Surplus  Property  and  Commodities. 

Telecommunications.  See 
Communications. 

Textiles  _ 


AGENCIES  IN  THIS  INDEX 

Presidential  ExecuU^'e  Order. 
Railroad  Retirement  Board. 


Pish  and  Wildlife  Service. 

National  Bureau  of  Standards. 

National  Parle  Service. 

Civil  Aeronautics  Board. 

Coast  Guard. 

Consumer  Product  Safety  Commission. 
Customs  Service. 

Disease  Control  Center. 

Federal  Aviation  Administration. 

Fedei-al  Communications  Commission. 
Federal  Highway  Administration. 

Federal  Railroad  Administration. 

Food  and  Drug  Administration. 

Housing  and  Urban  Development  Depart¬ 
ment. 

Interim  Compliance  Panel  (Coal  Mine 
Health  and  Safety) . 

Mining  Enforcement  and  Safety  Adminis¬ 
tration. 

National  Bureau  of  Standards. 

National  Highway  Traffic  Safety  Adminis¬ 
tration. 

National  Labor  Relations  Board. 

National  Transportation  Safety  Board. 
Occupational  Safety  and  Health  Adminis¬ 
tration. 

Occupational  Safety  and  Health  Review 
Commission. 

Pipeline  Safety  Office. 

Public  Health  Seiwice. 

Transportation  Departurent. 

Veterans  Adminlsti’ation. 

ACTION. 

Cliild  Support  Enforcement  Office. 

Econranic  Opportunity  Office. 

Food  and  Nutrition  Senice. 

Health,  Education,  and  Welfare  Department. 
Housing  and  Urban  Development  Depart¬ 
ment. 

Human  Development  Office. 

Public  Health  Service. 

Social  and  Rehabilitation  Service. 

Social  Security  Administration. 

Commodity  Credit  Corporation. 

Commodity  Futures  Trading  Commission. 


Committee  for  the  Implementation  of  TeX' 
t:le  Agreements. 


Tobacco  and  Products -  Agricultural  Marketing  Service. 

Agricultural  Stabilization  and  Conservation 
Service. 

Alcohol,  Tobacco,  and  Firearms  Bureau. 
Federal  Crop  Insurance  Corporation. 

Federal  Trade  Commissicn. 

Indian  Affairs  Bm'eau. 

Unemployment _  Economic  Development  Administration. 

Labor  Department. 

Manpower  Administration. 

Vegetables  and  Juices -  Agricultural  Marketing  Service. 

Commodity  Credit  Corporation. 

Federal  Crop  Insurance  Corporation. 

Vessels _  Coast  Guard. 

Customs  Servic  e. 

Federal  Maritime  Commission. 

Interstate  Commerce  Commission. 

Maritime  Admini.’^tration. 

Veterans  _  Education  Office. 

Health.  Education,  and  Welfare  Departmexit. 
Labor  Department. 

Small  Business  Administration. 

Veterans  Administration. 
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Viruses,  Vaccines.  See  Biological  Prod¬ 
ucts. 

Vocational  Rehabilitation  and  Educa¬ 
tion  _  Veterans  Administration. 

Water  Pollution.  See  Pollution. 

Water  Quality _  Environmental  Protection  Agency. 


Water  Resources _  Interior  Department. 

Soil  Conservation  Service. 

Waterways  _  Coast  Guard. 

Delaware  River  Basin  Commission. 
Engineers  Corps. 

International  Boundary  and  Water  Com¬ 
mission. 

Interstate  Commerce  Conunisslon. 

Panama  Canal  Company. 

St.  Lawrence  Seaway  Development  Corpora¬ 
tion. 

Welfare.  See  Social  Programs. 


THE  PRESIDENT 

See  also  Executive  Office  of  the 
President. 

EXECUTIVE  ORDERS 

CIA  activities  \\itliin  Umted 
States,  Commission  on;  extend¬ 
ing  reporting  date  (EO 

11848>. _  14885 

Cheeses,  limiting  hnports  of,  au¬ 
thority  to  issue  regulations  (EO 

11851) _  16645 

Chemical  herbicides  and  riot  cou¬ 
rt)!  gents,  renunciation  of  cer¬ 
tain  uses  in  war  (EO  11850) _ 16187 

CTlvil  Sendee  Rules;  exception  of 
certain  positions  in  Small  Busi¬ 
ness  Administration  from  ca¬ 


reer  service  (EO  11856) _  20259 

Collective  Bargaining  Committee 
in  Construction,  establishment 

(EO  11849) _  14889 

Economic  Policy  Board,  Presi¬ 
dent's;  Increase  of  Executive 
Committee  membership  (EO 

11865) _  25663 

Energy  Resources  Council;  modi¬ 
fication  of  membership  (EO 
11855) _ 19423 


Executive  Schedule;  placement  of 
certain  positions  in  Lev^  IV 
and  V  (EO  11861. 11864)  ..22531, 25579 


Foreign  investment  in  United 
States;  establishment  of  com¬ 
mittee  and  provision  for  collec¬ 
tion  and  use  of  information  (EO 

11858) _ _  20263 

Hopi-Navajo  Land  Settlement  In¬ 
teragency  Committee,  amending 

E.O.  11829  (EO  11853) _  17537 

Joint  funding  functions;  delega¬ 
tion  o<  Presidential  authority  to 
Administrator  of  General  Sen^- 

Icea  (EO  11867) _  26253 

National  secmdty  information  and 
material;  classification  and 
declassification;  nomenclature 

changes  (BO  11862) _ 25197 

Olympic  Sports,  President's  Com¬ 
mission  on;  establishment  (EO 

11868) _  26255 

Presidential  Clemency  Board.  In¬ 
crease  in  membership  (EO 
11857) _ * _  20261 


Rail  carrlen,  represented  by  Na¬ 
tional  Raflway  Labor  Confer¬ 
ence,  and  certain  of  their  em¬ 
ployees;  creation  of  emergency 
bocml  to  Investigate  dispute  be¬ 


tween  (EO  11852) _  17239 

Retirement,  mandatory,  exemp¬ 
tion  from: 

Flemming,  Arthur  S.,  (BO 

11869) _  26979 

Sauer,  Waltw  C..  (EO  11847)..  14568 
Romania,  Socialist  RepuUlc  of, 
waiver  under  Trade  Act  of  1974 

(EO  11854) _ 13391 

Southeast  Asia  refugees;  estab¬ 
lishment  of  Presidents*  Advisory 
Committee  on  Refugees  (EO 
11869) _ 22121 
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Taxes:  Pag® 

City  income  or  employment 
taxes;  withholding  from  sal¬ 
aries  of  Federal  employees 

(EO  11863) _  25431 

Income,  estate,  and  gift  tax  re¬ 
turns:  inspection  by  Senate 
Committee  on  Government 

Operations  (EO  11859> _  20265 

Worid  Intellectual  Property  Or¬ 
ganisation;  designation  as  pub¬ 
lic  international  organization 
(EO  11866) _ 26015 


MEMORANDA 

African  covmtries;  waiving  certain 
limitations  under  Foreign  Mili¬ 
tary  Sales  Act  (May  20,  1975)—  24887 
Brazil;  sale  of  Sidewinder  missiles 
under  Foreign  Military  Sales 

Act  (May  22,  1975) _  24891 

EgSDt,  wheat  sales;  finding  and 
determination  under  Agricul¬ 
tural  Trade  and  Development 
Assistance  Act  of  1954 

(March  31,  1975). . 18393 

Kenya,  military  assistance  and 

training  (May  20,  1975) _  24889 

National  security  Information; 
classification  by  certain  ofllclals 
of  Nuclear  Regulatory  Commis¬ 
sion  (May  9,  1975) _ 21927 

Romania,  Socialist  Republic  of; 
determinations  under  Trade  Act 
of  1974  (April  24,  1975)..  20695,  20607 
South  Vietnam;  determination  re¬ 
garding  Indochina  Postwar  Re¬ 
construction  funds  use  for  evac¬ 
uation  (April  25,  1975) _  20609 

Spain;  use  of  foreign  assistance 
funds  for  military  and  nonmili¬ 
tary  activities  imder  Foreign  As¬ 
sistance  Act  of  1961  (May  9, 


1975) _ 23433 

PROCLAMATIONS 

on  imports;  licerise  fees  (Proc. 

4370,  4377) _  19421,23429 

Special  observances: 

Arthritis  Mcmth,  National,  1975 

(Proc.  4372) _  20255 

Buck  Island  Reef  Natkmal  Mon¬ 
ument,  enlargraient;  amend¬ 
ing  Proclamation  4346  (Proc. 

4359) _  14565 

Defense  Transportation  Day. 
National,  and  Transportation 
Week,  National.  1975  (Proc. 

4365)  _  16641 

Farm  Safety  Week,  National. 

1975  (Proc.  4361) _  15063 

Father's  Day  (Proc,  4376) _  23427 

Flag  Day  and  National  ITag 

Week  (Proc,  4378) _  23431 

Historic  Preservatlmi  Week,  Na¬ 
tional  (Proc.  4374) _  20791 

lAW  Day.  UBA..  1975  (Proc. 

4364) _  16293 

Maritime  Day,  National,  1975 

(Proc.  4363) _  15863 

Memorial  Day;  Prayer  for  Peace 

(Proc.  4375) _  22529 

Mllltaty  Selective  Service  Act; 
terminating  registration  pro¬ 
cedures  under  (Proc.  4360) _  14567 

Mother’s  Day,  1979  (Proc. 

4368)  . .  17977 
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Older  Americans  Month  (Proc. 

4371)  . . 19419 

Pan  American  Day  and  Pan 
American  Week  (Proc.  4366) .  16643 
Prayer.  National  Day  of  (Proc. 

4379) _ 25429 

Romania,  Socialist  Republic  of; 
trade  agreement  with  United 

States  (Proc.  4369) _  18389 

Small  Business  Week,  1975 

(Proc.  4367) _  16829 

White  Cane  Safety  Day.  1975 

(Proc.  4380) . 26667 

World  Trade  Week,  1975  (Proc. 

4362) _ 15861 

Veterans  benefits  for  Vietnam  era; 
designation  of  terminal  date  for 
eligibility  period  (Proc.  4373) _  20257 


SPECIAL  MESSAGES  TO  CONGRESS 

Budget  rescissions  and  deferrals—  216-14 

EXECUTIVE  AGENCIES 

ACTION 

Rules 

Conduct  standai'ds;  employment 
and  financial  interest  state- 

m^ts _  17023 

Freedom  of  information;  inspec¬ 
tion  and  copying  of  reo(»ds _  18556 

Workers  and  contracts;  nondis¬ 
placement  and  nonlmpcdrment; 
assignment  of  volunteer  work¬ 
ers  _  16208 

Proposed  Rules 

Beneficiaries,  participation  of.  In 
planning,  developing  and  Imple¬ 
menting  programs _  16676 

Retired  senior  voltmteer  progrtun; 

cost  sharing  provisions _  18002 

Sponsors*  agreements;  suspension, 
termlnatitm  and  denial  of  re¬ 
quests  to  renew _  23311 

Notices 

Meetings;  Voluntary  Service  Ad¬ 
visory  Council,  National _ 18583, 

22163,24042 

AO  HOC  ADVISORY  GROUP  ON  PUERTO 
RICO 

Notices 

Meeting -  19243,24230 

ADMINISTRATIVE  COMMITTEE  OF  THE 
FEDERAL  REGISTER 

See  Federal  Register  Office. 

ADMINISTRATIVE  CONFERENCE  OF  THE 
UNITED  STATES 

Notices 

Meetings: 

Informal  Action  Committee _  19521, 

22580 

Plenary  Session _ 22163 

Rate  Making  and  Eoonomle 

Regulation  Committee _  22893 

Rulemaking  Committee _  22021 

Private  enforcement  of  publie  reg¬ 
ulatory  pxovlsioiis:  avaflabaitr 
of  report - 17065 
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ADVISORY  COUNCIL  ON  HISTORIC 
PRESERVATION 

Notices 

Meeting _ 19874 

Memoranda  of  Agreement-.  19674, 23920 

AGENCY  FOR  INTERNATIONAL 
DEVELOPMENT 


Rules 

Procurement _  16205 

Notices 

Authority  delegations: 

Affairs  officer,  Lebanon;  coii- 

tracting  fimctions -  25077 

Assistant  Administrator  for 
Population  and  Humanitarian 

Assistance _  17861 

Mission  Director,  Khmer  Repub¬ 
lic  . 23092 

Mission  Director,  Vietnam -  23092 

Mission  Director,  Yemen  Arab 

RepubUc _  19852 

Represents tive,  U.S.  Embassy; 
Portugal;  contracting  func¬ 
tions  _  25077 

R^resentative,  U.S.  Embassy, 

Turkey;  contracts,  etc _  19662 

Representative,  U.8.  Embassy, 

Yemen  Arab  Republic _  17861 

Roane,  Olenwood  P.;  contract¬ 
ing  function _ 21744 

Commodities  financed  by  AID  in 
transit  to  Khmer  Republic  and 
Republic  of  Vietnam;  vesting 

of  tlUe _  24218 

Housing  guaranty  program  for 
Seoul,  Korea;  uiformation  for 

Investors  _  25496 

Meetings; 

Research  Advisory  Commit¬ 
tee  _  16115,23899 

Voluntary  Aid,  Advisoiy  Com¬ 
mittee  on _  18008 

Voluntary  foreign  aid  agency; 
certificate  of  registration;  Espe- 
ranca,  Inc _ 17172 


AGING  ADMINISTRATION 
Notices 

Application  closing  dates;  Career 


Training  Program _  15928 

AGING,  FEDERAL  COUNCIL  ON 

Notices 

Meetings; 

Federal  Council  on  Aging _  17303 

Senior  Services  Committee _  26734 


AGRICULTURAL  MARKETING  SERVICE 
Rules 

Eggs  and  poultiy;  grading  and  in¬ 
spection  _  20053,  20941 

Egg  research  and  consumer  infor¬ 
mation  order;  practice  and  pro¬ 
cedure  correction _  15065 

Expenses  and  rate  of  assessment: 

Avocados  grown  in  Fla _  25800 

Celery  grown  in  Fla _  25828 

Limes  grown  in  Fla _  25665 

Oranges  (Valencia)  grown  in 

Arlz.  and  Calif _  16321 

Peaches  (fresh)  grown  in  Ga—  25436 
Potato  research  and  promotion 
plan . . .  17743,  26503 
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Potatoes  grown  in  southeastern 

States _  24354 

Prunes  (dried)  produced  in 

Calif _  18562,  22824 

Freedom  of  Information;  availa¬ 
bility  of  records _  20267 

Grade,  size,  and  maturity  stand¬ 
ards: 

Avocadoes  grown  in  So.  Fla _  24006, 

24008,  26501 

Beans  (green  and  wax)  frozen.  15900 

Broccoli  (frozen) _  15890, 

18753,  19429,  25799 
Grapefruit  grown  in  Ariz.  and 

Calif  _  20611 

Grapefruit  (imported) _  14891, 

20065,  21468 

Grapefruit  and  orange  (canned) 

for  salad _  15896 

Grapes  (mechanically  harvested 

American,  Eastern  type) _  15381 

Limes  grown  in  Fla _  17830, 

24995,  25201 

Nectarines  grown  in  Calif _ 21693 

Oranges,  grapefruit,  tangerines, 
and  tangelos  grown  in  Fla..  14889, 
16210,  20061,  21467,  25799 
Oranges  (Valencia)  grown  in 

Ariz.  and  Calif _ 16211, 

17829,  21023,  21930 
Pears,  plums,  and  peaches 

(fresh)  grown  in  Calif _  21694, 

22534 

Peas,  whole  dry;  correction _ 21467 

Primes  (fresh),  grown  in  Wash. 

and  Oreg _  27485 

Rice  (rough) ;  correction _ 21467 

Limitations  of  handling  and  ship¬ 
ping: 

Almonds  grown  in  Calif _  25436 

Cherries  (sweet)  grown  in 

Wash  _  27463 

Hops,  domestic _  14737 

Lemons  grown  in  Ariz.  and 

Calif. _  15065, 

16073,  16322, 17243,  18163,  19200, 
20267,  21469,  22534,  23437,  24353, 
24717,  25655,  26037,  27203 
Limes  grown  in  Ariz.  and  Calif..  25200, 

27224 


Limes  grown  in  Fla _  24353,  26037 

Nectarines  grown  in  Calif.;  con¬ 
tainer  and  pack  requirement.  20063, 

26502 

Onions  grown  in  South  Tex _ 16211, 

17831 

Oranges  (navel)  grown  in  Ariz. 

and  Calif . 14889, 

16073,  16212,  17149,  17150,  17540, 
17993,  18404,  19009,  20062,  22265, 
27007 

Oranges  (Valencia)  grown  in 

Ariz.  and  Calif _  14890, 

16213,  17540,  17993,  18404,  19010, 
19438,  20063,  20611,  21023,  21468, 
21929,  22265,  23283,  23720,  24175, 
24717,  24994.  25436,  25799,  26501, 


27007 

Peaches  grown  in  Calif _  19633 

Peaches  (fresh),  grown  in  Ga..  19828 
Pears,  plums,  and  peaches 
grown  in  Calif.;  container  and 
pack  regulations _  25435 
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Plums  grown  in  Calif _  20064 

Potatoes  (Irish)  grown  in  cer¬ 
tain  New  England  States.—  26672 
Potatoes  (Irish)  grown  in  Va. 

and  N.C _ _ 23720 

Walnuts  grown  in  Calif.,  Oreg. 

and  Wash— .  22266 

Meat;  grading,  certification,  and 

standards;  service  charges _  25581 

Milk  marketing  orders: 

Appalachian  area _  19634,  21469 

CFR  corrections _  19829,  21469 

Eastern  Colorado  area _  27474 

Middle  Atlantic  region _  18753 

Minnesota -North  Dakota  area..  27473 

Ohio  Valley  area _  27464 

Tennessee;  CFR  correction _  17540 

Texas  area _  23437 

Tobacco  (flue-cured);  Inspection 
and  price  support  service;  allo¬ 
cation  of _ 24173 

Warehouses,  grain;  weighing  re¬ 
quirements  _  19011 

Proposed  Rules 

Egg  research  and  promotion  order; 

hearing;  correction _  15906 

Expenses  and  rates  of  assessment : 

Apricots  grown  in  Wash _  27242 

Avocadoes  grown  hi  Fla _ 21033 

Limes  grown  in  Fla _ 21033 

Peaches  (fresh)  grown  in  Ga _ 22141 

Potato  research  and  promotion 

plan -  23084 

Potatoes  (Irish)  growTi  in 

Southeastern  States _ — _  19479 

Grade,  size,  and  maturity  stand¬ 
ards: 

Apricots  grown  in  Wash _  25679 

Avocados,  imported _ 21735 

Beans  (canned) ;  extension  of 

time -  19830 

Lettuce _  24013 

Oranges  (Valencia)  grown  in 

Ariz.  and  Calif _  17848 

Peaches  grown  in  Wash _  26529 

Pears,  plums,  and  peaches 

(fresh)  grown  in  Calif _  24908 

Walnuts,  imported _  24363 


In-spection  certificates;  required 
information;  extension  of  time  18001 
Limitations  of  handling  and  ship¬ 
ping: 

Almonds  grown  in  Calif.;  paid 
advertising,  reserve  matters 
and  reporting  requirements..  22141 
Avocados  grown  in  Southern 


Fla.  _ _ 21980 

Celery  grown  in  Fla _  26276 

Cherries  grown  in  designated 

counties  in  Wash _  23763 

Cherries  grown  in  Mich,  et  al..  21483 
Cranberries  grown  in  certain 
states;  referendum  determi¬ 
nations  _  24527 

Filberts  grown  in  Oreg.  and 

Wash.;  hearing _  16852 

Limes  grown  in  Fla -  19479 

Nectarines  grown  in  Calif.;  con¬ 


tainer  and  pack  requirements  22269, 

24018 

Oranges  (Valencia)  grown  in 


Ariz.  and  Calif _  16335 

Peaches  grown  in  Wash _  26682 
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Pears,  plums  and  peaches  grown 
In  Calif.;  container  and  pack 

requirements _  21483.  25478 

Potatoes  (Irish)  grown  in  Idaho 

and  Oreg _  27242 

Potatoes  (Irish)  grown  in  Mass., 

R.I.,  Conn.,  N.H.,  and  Vt _ 17151 

Potatoes  (Irish)  grown  in 

Southeastern  States _  19479 

Raisins  grown  in  Calif.;  con¬ 
tainer  and  pack  requirements  26276, 


27485 

Walnuts  grown  in  Calif.,  Oreg., 

and  Wash _  18449 

Milk  marketing  orders: 

Appalachian  area  et  al-.  18946,  20095 

Central  Arizona  area _  25682 

Chicago  area _ 21033 

Eastern  Colorado _  24908 

Georgia  area _  25828 

Greater  Kansas  City  marketing 

area _  24019 

Lake  Mead  area _  21034,  23474 

Middle  Atlantic  and  New  York- 

New  Jersey  areas _  14702, 15390 

Minnesota  region,  et  al _  24738 

Nashville,  Tenn _  22548 

North  Texas,  et  al _  20004 

Ohio  Valley  area-__14769,  17029,  24193 

Paducah,  Ky _  25680 

Plant  variety  protection;  limits  of 
reciprocity _  18790 


Tobacco  (flue  cured) ;  Inspection 
and  price  support  service.  15390,  22551 
Tobacco,  (nonquota  Maryland 
broadleaf ) ;  inspection  and  cer¬ 
tification  _  26528 

Notices 

Cranberries  grown  in  certain 
States;  order  directing  referen¬ 
dum,  etc _  16704 

Grain  standards;  inspection 
points: 

North  Carolina _  20836 

Oklahoma  _  18572 

Meetings: 

Distributors’  Advisory  Commit¬ 
tee  .  15923 

Flue-Cured  Tobacco  Advisory 

Committee  _  15922, 

20657,24948,  27502 

Raisin  Advisory  Board _  17864,  22013 

Shippers  Advisory  Committee..  14619, 
15923, 17613,  20657,  21057,  24223 

AGRICULTURAL  RESEARCH  SERVICE 
Rules 

Freedom  of  information _  24893 

AGRICULTURAL  STABILIZATION  AND 
CONSERVATION  SERVICE 

Rules 

Authority  delegations;  adminis¬ 
trator  et  al.,  acreage  allotment. 


etc.  . 18815 

Marketing  quotas  and  acreage  al¬ 
lotments: 

Cotton  and  peanuts _  22533 

Cotton,  peanuts,  rice,  and  tobac¬ 
co;  closing  dates  for  transfer, 
release  and  reapportionment.  14602 
Rice.  1974 .  20060 
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Tobacco  (burley) ,  1971-1972 

and  subsequent  years _  24994 

Tobacco  (flre-cured,  dai^  air- 
cured,  Virginia  sun-cured, 
cigar  binder  and  cigar  flller 

and  binder) _  14737, 25199 

Wheat,  1976 _ 16831 

Price  determination : 

Sugarcane;  Florida:  1974  crop..  16072 


Proposed  Rules 

Beekeeper  indemnity  payment 
program;  1974-1977 . 18450 

Marketing  quotas  and  acreage  al¬ 
lotments: 

Tobacco  (burley) _  20095 

Tobacco  (fire-cured,  dark  air- 
cured,  Virginia  sun-cured,  ci¬ 
gar  flller  and  binder) _  16671 

AGRICULTURE  DEPARTMENT 

See  Agricultural  Marketing  Serv¬ 
ice. 


Agricultural  Research  Service. 

Agricultural  Stabilization  and 
Conservation  Service. 

Animal  and  Plant  Health  In- 
spection  Service. 

Commodity  Credit  Corporation. 

Cooperative  State  Research 
Service. 

Economic  Research  Service. 

Farm  Credit  Administration. 

Farmers  Home  Administration. 

Federal  Crop  Insurance  Corpo¬ 
ration. 

Food  and  Nutrition  Service. 

Foreign  Agriculture  Service. 

Forest  Service. 

Rural  Development  Service. 

Rural  Electrification  Adminis¬ 
tration. 

Soil  Conservation  Service. 

Rules 

Authority  delegations  by  Secretary 
and  General  Officers: 

Administrators,  Farmers  Home 
Administration  and  Rural 
Electrification  Administra¬ 
tion;  loans  for  rural  electrifi¬ 
cation  and  telephone  facilities 


and  service _  17829 

Assistant  Secretary  for  Interna¬ 
tional  Affairs  and  Commod¬ 
ity  Programs  et  al.;  rural  en¬ 
vironmental  programs,  etc _  18742 

Export  sales  reporting  require¬ 
ments  _  23839 

Freedom  of  information: 

Audit  Office _  14891 

Investigation  Office _  17831 

Import  quotas  and  fees;  cheese; 

price  determination _  16069 

Notices 

Cascade  Head  Scenic-Research 
area,  Siuslaw  National  Forest, 

Ore.;  land  use  and  maintenance 

guidelines;  inquiry _ 21502 

Committees,  advisory;  closed 
meeting  activities  in  1974;  pub¬ 
lic  availability  of  reports _  20018 

Committees;  establishments,  re¬ 
newals,  etc.: 
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Agricultural  Advisory  Commit¬ 
tees  for  the  Multilateral 

Trade  Negotiations _ 25501 

Combined  Forest  Pest  R&D  Pro¬ 
gram  Board _  20658 

Cotton  Advisory  Committee,  Na¬ 
tional  _  17049 

Grains — Wheat,  Feed  Grains 
and  Soybeans,  Advisory  Com¬ 
mittee  on _  23490 

Meat  and  Poultry  Inspection 

Advisory  Committee _  23776 

Plant  Genetics  Resources  Board, 

National _ 19511 

Tobacco  Advisory  Committee, 

National _  23776 

Wild  Free-Roaming  Horses  and 
Burros,  National  Advisory 

Board  for _  25035 

Feed  grain  donations: 

Fort  Peck  Reservation,  Mont _  20018 

Nambe,  Tesuque,  Santa  Cfiara, 
Plcuris  and  San  Bdefonso  In¬ 
dian  lands  in  New  Mexico, 
and  Psrramid  Lake  Indian 

lands;  Nev _  15924 

Northern  Cheyenne  Indian  Res¬ 
ervation;  Mont _ 18014 

Pine  Ridge  Agency  Indian 

Lands,  S.  Dak _  20018 

Lands,  transfer  of  jurisdiction; 
joint  order  with  Army  De¬ 
partment: 


Fort  Leonard  Wood  Military 
Reservation  and  dark  Na¬ 


tional  Forest,  Mo _  23773 

Fort  Polk  Reservation,  Louisi¬ 
ana  _  19853 

Meat  import  limitations;  second 

quarterly  estimate _  17050 

Meetings: 

Agricultural  Research  Planning 

Committee,  National _  22014 

Equal  Opportimity  Office _ 15418 

Meat  and  Poultry  Inspection, 
National  Advisory  Commit¬ 
tee  _  20658 

Multilateral  Trade  Negotiations, 
Agricultural  Advisory  Com¬ 
mittees  _  16153 

National  Advisory  Council  on 

Child  Nutrition _  24760 

Organization  and  functions  and 
availability  of  Information: 

Communication,  Office _  20971 

Economic  Management  Support 

Center _ 21058 

Equal  Opportunity  Office _  27503 

Federal  Crop  Insurance  Corp...  23489 

AIR  FORCE  DEPARTMENT 
Rules 

Aircraft  arresting  systems _  14758 

Records  disclosure;  procedures; 
correction _  17841 

Notices 

Meetings: 

Academy  Board  of  Visitors _  14607 

Scientific  Advisory  Board _ ^  14785, 

14956,  16094,  16223,  16352,  16688, 
17062,  17173,  18566,  19662,  21744, 
23092,  23093,  23772,  25498,  25832. 
26284,  27501 
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ALCOHOL,  DRUG  ABUSE.  AND  MENTAL 
HEALTH  ADMINISTRATION 


Notices 

Meetings: 

AlcohoL  Drug  Abuse  and  Alco¬ 
holism  National  Advisory 

Council - - - 18014 

Mental  Health  Council  and 
Mental  Health  Small  Grant 
Committee.  National  Advi¬ 
sory  _  22162 


ALCOHOU  TOBACCO,  AND  FIREARMS 
BUREAU 

Rules 

Internal  Revenue  Service  alcohol, 
tobacco  and  firearms  functions; 
transfer  to  Bureau  and  recodi¬ 
fication  _  16835 

Pistols  and  revolvers;  reporting 
requirements  on  multiple  sales—  19201 

Whie;  production  for  family  use—  20627 

Proposed  Rules 

Beer;  tax  offset  limitation  for  beer 


returned  to  brewery -  27240 

Black  powder  for  use  in  antique 
firearms  or  devices;  exemptions 

from  regulatory  provisions - 21961, 

25026 

Notices 

Explosives,  commerce  in;  list _  17602, 

19023 

Firearms;  granting  of  relief - 15100, 

16351,  18813,  20330,  24368,  26049 
Gun  control;  supplement  to  ordi¬ 
nances  of  political  subdivisions 

and  States _ 21004 

Meetings;  Ebcplosives  Tagging  Ad¬ 
visory  Committee _  20959 


AMERICAN  REVOLUTION  BICENTENNIAL 
ADMINISTRATION 

Rules 

Bicentennial  projects,  application 


procedures  for  official  recogni¬ 
tion  _  15877 

Freedom  of  information,  fees _  15877 

Proposed  Rules 

Nondiscrimination  on  basis  of  re¬ 
ligion,  sex,  or  age _  19835 

Notices 

Bicentennial  commemorative  med¬ 
als;  availability _  16870 

Meeting: 


American  Revolution  Bicenten¬ 
nial  CouncU _  14970,  20124,  23359 

ANIMAL  AND  PLANT  HEALTH  INSPECTION 


SERVICE 

Rules 

Breeds  and  books  of  record; 

swine _ 24176 

Exportation  and  importation  of 
animals;  additions  to  list  of 
ports  of  export;  Brownsville, 

Tex.  and  Helena.  Mont _  20941 

Meat  and  poultry  inspection: 

Bockwurst,  standard  of  com¬ 
position,  labeling,  etc _  18542 

Hog  cholera _  27224 

Sanitation;  equipment  and 
utensils _  25438 
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Meat  and  poultry  Inspection, 
designated  States: 

Colorado _  23452,  23454 

New  Jersey _  23453,  23454 

New  York _  25202 

Overtime  services  relating  to  im¬ 
ports  and  exports,  commuted 

traveltime  allowances _  19633, 

19828,  20065 

Quarantine  areas;  plant  pest 
regulations,  etc.: 

BruceUosis _  17816,  23721,  27012 

Exotic  Newcastle  disease  and 
psittacosis  or  ornithosis  In 
poultry  —  14571,  17244,  18541,  27014 


Giant  African  Snail _  16072 

Gypsy  moth  and  broamtall 

moth _  16070 

Oriental  fruit  fly _  17539 

Scabies  In  cattle _  20612 

Scrapie  In  sheep _  18404 

Texas  (splenetic)  fever  in  cat¬ 
tle  . 16650 

Tuberculosis _  27009 

Whitef  ringed  beetles;  termi¬ 
nation  _  21693 

Witchweed  — _ _  19430,  21023 


Viruses,  serums,  toxins,  and  anal¬ 
ogous  products: 

Avian  Encephalomyelitis  and 
other  poultry  vaccines;  evalu¬ 
ation  criteria _  18405,  23721 

Leptospira  Grippotyphosa,  Lep¬ 
tospira  Hardjo  and  Salmo¬ 
nella  TVphimurium  bacterin; 

evaluation  criteria _  17003 

Organisms  and  vectors;  correc¬ 
tion  _  23989 

Packaging,  labeling,  and  stand¬ 
ard  requirements _  20066,  20941 

Proposed  Rules 

Animals  destroyed  by  Scrapie; 

payment  of  indemnities _  25829 

Importation  of  animals;  discon¬ 
tinuance  of  inspection  and  quar¬ 
antine  at  certain  Canadian  bor¬ 
der  ports  in  Me.  and  Vt _  19480 

Meat  and  poultry  inspection: 

New  York  program  termination  22269 
Prepackage  products,  sale  by 
exempt  retail  stores  to  non- 


household  consumers _  15906 

Retail  stores,  exempt;  sales  of 
prepackaged  products;  hear¬ 
ing  _ 21982 

Virus,  serums,  toxins,  and  analo¬ 
gous  products: 

Anthrax  spore  vaccine;  purity 

testing _  25599 

Feline  panleukopenia;  label  re¬ 
quirements  _  22841 

Porcine  parvovirus;  contami¬ 
nant  _  25598 

Salmonella  Typhimuriiun  and 
Pasteurellu  Multoida  bac¬ 
terin;  potency  tests _  24203 

Wart  vaccine;  prophylactic  rec¬ 
ommendation  limits _  24203 


Notices 

Class  I  and  Class  n  recalled  prod¬ 
ucts  for  human  consumption; 
recall  and  disposition;  agree¬ 
ment  with  Food  and  Drug  Ad¬ 
ministration  _  25079 
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Environmental  statements: 

Plant  protection  and  quaran¬ 
tine  programs,  status  of _  18478 

Veterinary  Biologies  Laboratory, 

Iowa _  16225 

Fish  meal  and  related  products, 
inspection  program;  agreement 

with  FDA  and  NOAA_ .  14787 

Fleming  Key  Animal  Import  Cen¬ 
ter;  procedures  for  Issuance  of 
import  permits.  Inquiry..  18821,  25242 
Humanely  slaughtered  livestock; 
identification  of  carcasses _  16705 


Inspection  of  meat,  poultry  and 
products;  drug,  pesticide,  and 
industrial  chemical  residues  in 
animal  feeds,  meat  and  poultry; 
memorandum  of  understanding 
with  Food  and  Drug  Adminis¬ 
tration  _  16228 

Stockyards  and  slaughtering  es¬ 
tablishments;  specific  approval.  17048 

ANTITRUST  DIVISION,  JUSTICE 
DEPARTMENT 

Notices 

Competitive  Impact  statements 
and  proposed  consent  Judg¬ 
ments;  UB.  versus  listed  com¬ 
panies  : 

America  Technical  Industries..  18189 


Gillette  Co _  27265 

Kewanee  Oil  Co _  22274 

M  &  T  Chemicals,  Inc _ 22277 

Norris  Industries.  Inc _  18473 

Orange  County  Travel  Agents 

Association  _  20960 

Real  Estate  Board  of  Rochester. 

N.Y.,  Inc .  22010 

Tom’s  Foods  Ltd _  16859 


ARMS  CONTROL  AND  DISARMAMENT 
AGENCY 

Notices 

Committees;  report  on  1974  closed 

meetings,  availability _  24220 

Meetings: 

Arms  Control  and  Disarmament, 
General  Advisory  Committee 
on  .  14970,26643 

ARMY  DEPARTMENT 

See  Engineers  Corps. 

Proposed  Rules 

Relocation  assistance,  uniform, 
and  real  property  acquisition _  16850 

Notices 

Environmental  statements,  con¬ 
struction  of  military  family 
housing  in  Allamanu  Military 

Reservation,  Oahu,  Hawaii -  18008 

Lands,  transfer  of  jurisdiction; 

Joint  order  with  Agriculture 
Department: 

Fort  Leonard  Wood  Military 


Reservation  and  Clark  Na¬ 
tional  Forest,  Mo _  23773 

Fort  Polk  Military  Reservation, 

La . 19853 

Meetings: 

Armed  Forces  Epidemiological 
Board _  25033 
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Ballistic  Missile  Defense  Tech* 
nology  Advisory  Panel—  20331,  26706 


Ballistic  Research  Laboratories 
Scientific  Advisory  Conunlt- 

tee . - .  19222 

Coastal  Engineering  Research 

Board _  25498 

Medical  Research  and  Develop¬ 
ment  Advisory  Panel -  25033 

Military  History  Research  Col¬ 


lection  Advisory  Committee.  18189, 


22008 

ROTC  Affairs,  Advisory  Panel—  24543 
Shoreline  Erosion  Advisory 
Panel  . 17173 

BONNEVILLE  POWER  ADMINISTRATION 
Notices 

Authority  delegation;  disposal  of 

real  property _  20964,  26574 

Environmental  statements: 

1976  draft  facility  area  supple¬ 
ment;  hearings - 20115 

Cheney-Four  Lakes  Area  Serv¬ 
ice  . 17294 

Facility  Location  Supplements, 

FY  1977;  Inqidry .  17870 

Hangman  Creek  Area  Service—  17294 

Okanogan  Area  Service -  17295 

Port  Angeles  Support -  17295 

Seattle  Area  Reinforcement—..  17295 

CENSUS  BUREAU 
Rules 

Freedom  of  information - 19810 


CENTER  FOR  DISEASE  CONTROL 
See  Disease  Control  Center. 

CENTRAL  INTELLIGENCE  AGENCY 
Rules 

Freedom  of  information -  24897 

CHILD  SUPPORT  ENFORCEMENT  OFFICE 
Rules 

See  also  main  heading  Social  and 
Rehabilitation  Service. 

Child  support  enforcement  pro¬ 
gram;  State  plans  and  grants 
and  Federal  financial  participa¬ 
tion  .  27156 

Proposed  Rules 

Child  support  enforcement  pro¬ 
gram: 

Federal  financial  participation.  20286 
State  plans  and  grants—  20096,  20101 

CITIZENS’  ADVISORY  COUNCIL  ON  THE 
STATUS  OF  WOMEN 

Notices 

Meeting .  16872,  19035,  19229 

CIVIL  AERONAUTICS  BOARD 
Rules 

Accounts  and  property,  inspection 


of  under  International  Air 
Transportation  Fair  Competi¬ 
tive  Practices  Act _  27017 

Accoimts  and  reports  for  certified 
air  carriers,  uniform  system; 
deletion  of  certain  schedules 

from  CAB  Form  41 _  16653 

Authorizations  expired;  continu¬ 
ance  by  law  pending  application 
determinations _  24998 


Page 

Cargo  pickup  and  delivery  zones; 
filing  of  tariffs,  editorial 

change _  25585 

Embargoes  on  property;  editorial 

change _  26023 

Fees  and  charges  for  special  serv¬ 
ices: 

Editorial  amendments _  20613 

Post  audit  period _  19809 

Foreign  air  carriers: 

Commingling  of  blind  sector 

traflBc;  applications _  23844 

Foreign  aircraft  within  United 
States;  commercial  air  opera¬ 
tion  permits _  23070 

Free  and  reduced-rate  transporta¬ 
tion: 

Consolidation,  recodifcation,  re¬ 
vision  of  regulations _  18415,  18979 

Policy  statements.  Inaugural 
flights,  etc.;  section  deleted..  18419 
Postal  employees,  mail  transpor¬ 
tation;  Part  repealed _ 18419 

Security  guards,  FAA,  NTSB 
and  National  Weather  Service 
employees;  access  to  aircraft 
for  safety  purposes;  Part  re¬ 
pealed  _  18415 


Interlocking  relationships  with 
commercial  lending  institu¬ 
tions;  exemption  and  approval.  19639 
Military  transportation: 

Exemption  of  air  carriers;  rea¬ 
sonable  level  of  compensation. 


etc .  14893, 

18774, 19639,  20612,  23844,  24518 
Reduced  rates  for  furloughed 
personnel  and  families,  repeal 

of  Part _  24998 

Organization  and  functions;  Di¬ 
rector,  Bureau  of  Enforcement; 
inspection  _  27018 

Proposed  Rules 

Air  fares  and  restrictions  by  car¬ 
riers;  dissemination  of  state¬ 
ments  on  availability  inquiry _  24740 

Baggage  claims;  delay  and  loss 
compensation,  extension  of 

time _  17596 

Charters: 

One-stop  Inclusive  tour  char¬ 
ters;  maximum  number  of 

Interstate  charters,  etc _  17039 

Special  event  charters _  18003 

Flight  schedules  of  certificated  air 
carriers;  designated  domestic 
passenger  flights,  reporting  re¬ 
quirements  _  18450 

Notices 

Canadian  foreign  air  carriers, 

charter  authority _  20337 

Chairman;  availability  of  infor¬ 
mation  on  prior  professional  re¬ 
lationships  _  20984 

Fuel  supplies,  pricing  policies  and 
related  practices;  extension  of 

time  _ 20125 

Hearings,  etc.: 

ALIA-Royal  Jordanian  Airlines 

Corp. -  27510 

Aeroperu  _  23359,24042 

Air  Jamaica  (1968)  Ltd _  24551 

Air  Nauru _  17069 

Air  New  England,  Inc _  17070 


Page 

Air  Panama  Intemaclonal, 

S.A _ 16711 

Air  Transportation  Association, 

et  al .  23923 

Airline  Tariff  Publishers,  Inc... 

Alaska  Airlines,  Inc.,  et  al _ 15120, 

17627,  22297, 23360, 24380 
Alchoholic  beverages  to  coach 

passengers _  14629,  16359 

Allegheny  Airlines,  Inc.,  et  al__  14632, 
23360,  24042,  25619 

American  Airlines,  Inc _  16870, 

23360,  24042,  25619,  23360 
Boston-Toronto  nonstop  route 

proceeding _ 16711 

Braniff  Airways,  Inc.,  et  al -  25505 

Bridgeport  service  case _ 16711 

British  West  Indian  Airways, 

Ltd.  . . 21767 

Caribwest  Airways  Ltd _  23786,  24381 

Chicago-Montreal  route  pro¬ 
ceedings  _  25505,  25844,  26055 

China  Airlines,  Ltd.,  et  ^ _  23787 

Chinook  Air  Ltd _  23514 

Comi>agnle  Natlonale  Air 

Prance .  16711,  24230 

Compania  Ecuatoriana  de  Avi- 

acion,  SJl _  23920,  25710 

DeLaval  Turbine,  Inc.  et  al -  25710 

Des  Moines-Omaha  case _ 16711 

Detroit-Boston  nonstop  route 

proceeding _  18834 

Deutsche  Lufthansa  Aktienge- 

sellschaft  et  al _  16358 

Eastern  Air  Lines,  Inc _  14628, 

16359,  19674,  23361,  26303 
Emery  Air  Freight  Corporation 

et  al .  23921 

FOH  Financial  Corp.,  et  al _ 23102 

Fare  InvestiGratlons,  California 

and  Texas  markets _  14976 

Fare  investigations;  domestic 

passenger  _  19523, 

25619,  25844,  27511 

Fare  investigation,  Hawaii _  27071 

Fare  investigation;  North  At¬ 
lantic  _  25039,  25620,  26304 

Flying  Tiger  line  Inc _ 15119 

Fort  Myers-Atlanta  case _  17868 

Frontier  Airlines,  Inc.,  et  al _  19229. 

26728,  27511 

Greater  Peoria  Airport  Author¬ 
ity.  et  al _  18210,  19522 

Greater  Rockford  Airport  Au¬ 
thority,  et  al _  27287 

Hawaiian  Airlines,  Inc.  et  al..  16872, 

19035 

Hinckley,  G.  P.  Steedman _  19521 

International  Air  Transport  As¬ 
sociation  _  14630, 

14792,  14794,  14796,  14970,  15930, 
16711,  16712,  17630,  17868,  18486, 
19230,  19523,  19674,  20124,  20338, 
20848,  21767,  22298,  22580,  23516, 
23788,  24247,  24248,  25039,  25247, 
25620,  26055,  26579,  26728,  27288 
Japan-originating  contract  bulk 


inclusive  tour  fares _  25620 

Kimberlin  Air  Freight  Corp....  17777 

Kodiak-Westem  Alaska _  24767 

Las  Vegas-Calgary/Edmonton 

route _  14632 

Local  service  class  subsidy  rate.  17631 


Los  Angeles  Airways,  Inc.  et  al.  25507, 
26055,  26580 

Mail  rates,  priority  and  nonpri¬ 
ority  domestic  service _  23923 
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CIVIL  AERONAUTICS  BOARD— Continued 


Notices — Continued 
Hearings,  etc. — Continued 

Mays,  Howard  J _  24767 

McCulloch  International  Air¬ 
lines.  Inc _  18834 

National  Airlines,  Inc _  14800, 

17070,  18834 

National  Aviation  Consultants 

Ltd. . 26055 

New  York-Rio-Johannesburg 

case _ 23102 

North  Central  Airlines,  Inc.  et 

al . . .  27071 

Northwest  Airlines,  Inc..  19676,  22581 

Overseas  National  Airways,  Inc., 


Ozark  Air  Lines,  Inc _  17869, 

20125,  20338,  21063 
P.  N.  Merpatl  Nusantara  Air¬ 
lines  . 27511 

Pacific  Western  Airlines,  Ltd..  18038 
Pan  American  World  Airways, 

Inc. .  15430. 


16359,  17196.  19876,  22580.  25711, 
26304 

Peoria  service  investigation _  18834 

Phlliiiplne  Air  Lines  Inc.,  et  al._  22163 

Purolator  Sky  Cornier,  Inc _  14976 

Reeve  Aleutian  Airways,  me _  16359 

Seaboard  World  Airline,  me _  14801 

Texas  mtemational  Airlines, 

me -  14631,  22874,  25712 

Trans  mtemationsd  Airlines, 

me.,  et  al _ 24767 

Trans  World  Airlines,  me _ 17869, 

22875. 23517 

TYansatlantlc  route  proceeding.  14977 
UJS.-Canada  Inclusive  tour 

charters -  14627, 16358 

US.-Canada;  Increased  Joint 

freight  rates _  17195, 17777 

UH.-Cayman  Islands _  25040 

U.8.  Mainland-Hawail-Alaska; 
Increased  Joint  freight  rates.  17069 

United  Air  Lines,  Inc.  et  al _ 14977, 

18213, 20848 


Western  Air  lines,  Inc _  25712 

CIVIL  RIGHTS  COMMISSION 
Rules 

Freedom  of  information;  defini¬ 
tions,  etc _  22833 

Proposed  Rules 

Freedom  of  information;  availa¬ 
bility  of  materials _  17267 

News  media  attendance  at  public 

session  hearings _  19656 

Notices 


Desegregation  of  public  schools, 
Massachusetts;  hearings.  18213,  21063 
Meetings,  State  advisory  commit¬ 


tees: 

Arizona _  18030 

California _  22299, 23361 

Colorado  _ 16872, 

16873,  17777,  22299,  23361 

Connecticut _ 17777,  21768 

Delaware _  18486,  24231,  25621 

Florida _  21768,  25621 

Hawaii _ 16138 

Illinois _  20662,  26056 

Iowa _  25621 

Kansas _  22299 

Maine _  17778,  27072 

Maryland _  18487,  24551,  27511 


Page 

Massachusetts  _ 16873, 

21511,  21768,  27072 

Michigan _ 16138, 

18031,  21769,  24551,  27072 

Mississippi  _ 16138 

Missouri _  20662 

Montana  _  26056 

New  Jersey _  18031,  23362,  27511 

New  York _  16873, 

17778,  18031,  21769 

Ohio .  16138,  27511 

Oklahoma _  23362 

Pennsylvania  _  20663 

Texas . 15120,  16139 

Utah _  16139,  20663,  22299,  22300 

West  Virginia _  20663 

Wyoming _  16873 

CIVIL  SERVICE  COMMISSION 
Rules 

Conduct  standards;  financial 

statements _  14571 

Employment  practices;  age  dis¬ 
crimination  _  15379 

Excepted  service: 

ACTION  . . 17243 

Administrative  Office  of  U.S. 

Courts - 24353,  24893 

Agriculture  Department _ 15379, 

18751,  22533,  23271,  23987 

Air  Force  Department _  17243 

Commerce  Department _  17243, 

18541,  22533,  23987,  26669 
Commodity  Futures  Trading 

Commission _  18751, 

23717,  23989,  26017 
Community  Services  Adminis¬ 
tration  _  18751,  24517,  25433 

Defense  Department _  15379, 

17539,  23988 

Entire  executive  civil  service..  23835, 

26990 

Environmental  Protection 

Agency _  24893 

Executive  Office  of  President..  23988, 

24893 

Export-Import  Bank _  15379, 

17243,  24893 

Farm  Credit  Administration _  19799 

Federal  Energy  Administration.  16189, 

21929 

Federal  Maritime  Commission.  22533 

Federal  Power  Commission _  23988 

Federal  Trade  Commission _  23988 

General  Services  Administra¬ 
tion  _  21929 

Health,  Education,  and  Welfare 
Department  ...  23718,  24893,  25433 
Housing  and  Urban  Develop¬ 
ment  Department _  17539 

Indian  Claims  Commission _  17539 

International  Trade  Commis¬ 
sion  _  15379,  17539,  23718,  26017 

Justice  Department _ 16712, 

18751,  21929,  23718,  26669 

Labor  Department _ 23988, 

24517,  26017,  26672 
National  Credit  Union  Adminis¬ 
tration  . 18751 

National  Labor  Relations 

Board . 21929, 23718 

Revocations,  various  agencies..  26669 
SmaU  Business  Administration.  17539, 
19429,  23718,  23988 

State  Department _  18752,  19429 

Transportation  Department _  15379, 

23718,  23988 


Pape 

Treasury  Department _  24993,  26017 

Veterans  Administration _  17243 


General  schedule  classification; 
Health,  Education  and  Welfare 
Department  student  occupa¬ 
tional  therapy  assistant;  exclu¬ 


sion  and  stipends _  27233 

Health  benefits.  Federal  employ¬ 
ees: 

Comprehensive  plan  networks..  14569 
Review  of  claim  for  payment  or 

service  _  25433 

Noncareer  executive  assignments; 
addition  of  Small  Business  Ad¬ 
ministration  to  list  (Executive 

Order  11856) .  20259 

Retention  rights,  clvU  service; 

persons  injured  on  job _  23835 

Retirement;  reconsideration  of 
disability  retirement  appeals _  27439 

Proposed  Rules 

Privacy,  protection  of  personnel 

records;  Act  of  1974 _  22842 

Notices 

Intergovernmental  Personnel  Act 
program.  National,  grants  appli¬ 
cations  _  24042 

Meetings;  Federal  Employees  Pay 
Council _  16234, 


17070,  18219,  19524,  19878,  21511, 


22581,  23923,  24552,  25712,  25848 
Noncareer  executive  assignments: 
Agriculture  Department.  18585,  23362 

Army  Department _  23362 

Arts  and  Humanities,  National 

Foundation  on _  26728 

Commerce  Department _ 16712, 

17070,  18585,  20984,  23362,  25848, 
Consumer  Product  Safety  Com¬ 
mission  _  20984 

Defense  Department _  18586 

Environmental  Protection  Agen¬ 
cy  . .  18588,  20984,  23363 

Executive  Office  of  President _  20985 

Export-Import  Bank _ 1C712,  23363 

Federal  Communications  Com¬ 
mission  _  18586 

Federal  Energy  Administration.  16712, 
16713,  20984 

General  Services  Administra¬ 
tion  .  23363 

Health,  Education,  and  Welfare 

D^Mirtment _  16712,  23362,  24957 

Interior  Department _ 20984, 

24957,  24958 

Justice  Department _ 16712 

Labor  Department _ 23362, 

23363,  24958 

Libraries  and  Information  Sci¬ 
ence,  National  Commission 

on _  18586 

Small  Business  Administration.  18586 
Treasury  Department - 16712, 


17243,  26728 

Salary  rates  and  rate  changes: 

F7re  protection  and  prevention 
series.  Clear  Air  Force  Sta¬ 
tion,  Alaska _  18586 

Licensed  practical  nurse,  Allen 
Park,  5fich .  20984 

COAST  GUARD 
Rules 

Dangerous  cargoes;  military  ex¬ 
plosives  and  compressed  gasses; 
transportation  or  storage -  25676 
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Drawbridge  operation: 

California _  14594 

Delaware _  19470 

Florida _  17768,  19470,  20817,  25004 

Lighting  of  bridges,  redeslgna- 

tions,  etc _  24887 

Texas _  14594 

Freedom  of  informaticwi;  fees  for 

service  _  23743 

Great  Lakes  vessels;  bridge-to- 
bridge  radiotelephone  regula¬ 
tions  _  19470 

Inland  waters;  botmdary  lines; 

Strait  of  Juan  de  Puca,  Haro 
Strait,  and  Strait  of  Georgia _  17022, 


18429 

Licensing  of  officers,  etc.;  Radar 
Observer  Training  Course;  ap¬ 
proval  _  23758 

Security  zones;  Virginia _  17754 

Tank  vessels: 

Bulk  dangerous  cargoes;  im- 

manned  barges  carrying _ 21958 

Electrical  Installations  located 

In  hazardous  areas _  17754 

Lifesaving  equipment;  editorial 

change _  24900 

Vinyl  chloride;  carriage  require¬ 
ments  on  unmanned  barg^ _  17024 

Welding  and  brazing;  adoption 
of  American  Society  Mechanical 
Engineers  Boiler  and  Pressure 
Vessel  Code _  27460 


Proposed  Rules 

Bulk  grain  cargoes;  intact  stabil¬ 
ity  requirements  for  ships  car¬ 
rying  _  17154 

Canoes  and  kayaks;  revocation  of 
exception  for  ncm-approved 
lifesaving  devices  on  white 

water;  extension  of  time _  17762, 

25026 

Certification  of  seamen;  with¬ 
drawal  of  proposed  firefighter 

endorsement _  16676 

Dangerous  cargo  labeling;  edito¬ 
rial  changes _  25686 

Dangerous  cargoes;  transporta¬ 
tion  of;  speclficatltm  packaging 
for  portable  tanks,  55,000  lbs.  or 

less;  Inquiry _  24532 

Deepwater  ports;  licensing  and 

design,  and  oonstructtoc,  etc _ 19956, 

21739 


Drawbridge  operations: 

Florida _ 

Louisiana _ 

Idaho _ 

Illinois _ 

Maryland _ 

Mississippi _ 

New  Jersey _ 

South  Carolina _ 

Washington _ 


-  18793,  18794 

. .  25686 

. .  18794 

_  14804 

. .  14604 

.  18793,24532 

.  15093 

_  19484 

_  18794,  20825 


Inland  waters;  boundary  line;  Ba¬ 
hia  de  GuayanlUa,  PJl _  23685 


I  Licensing  and  certificating  of  Mer- 

[  chant  Marine  personnel,  on 

oceanographic  research  vessels; 

withdrawal  of  amendment _  23764 

I  Marine  engineering: 

)  Systems  and  components _  14935, 

:  16676,  19651 

Tests  and  inqpectlona;  wlth- 
[  drawal  of  tallshaft  Inspection 

1  amendment  — _ _  23764 

I 

t 
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Oceanographic  vessels;  immediate 
water  availability  for  fire  mains.  25026 
Tank  vessels,  construction  and 
equipment _  17592 

Notices 

Citizenship  oath  filing,  Bunge 

Corp _  24549 

Committees:  establishment,  re¬ 
newals,  etc.: 

Chemical  Transportation  Indus¬ 
try  Advisory  Committee -  27507 

New  York  Harbor  Vessel  Traffic 
System  Advisory  Committee—  20847 
Offshore  Operations  Industry 
Advisory  Committee,  Na- 

Uonal . . 27507 

Rules  of  the  Road  Advisory 

Committee _  27507 

Towing  Industry  Advisory  Com¬ 
mittee  — . 27507 

De^water  (torts  license  applica¬ 
tions;  environmental  review  cri¬ 
teria;  inquiry _  24957 

Environmental  statement;  draw¬ 
bridge  repair  and  conversion, 

Ohio;  hearing _ 19519 

Equipment,  construction  and  ma¬ 
terials;  approval  notices  and  ter¬ 


mination  of  approval  notices—  16107, 
17063,  19034,  23781,  26724 
Marine  Sanitation  Devices;  cer¬ 


tifications  gi*anted _  19873, 

22578,  26727 

Meetings: 

Boating  Safety  Advisory  Coun¬ 
cil,  National . . .  17774 

Research  Advisory  Committee..  14627 

Ship  Structure  Committee _  23782 

Navigation  areas,  Mississippi  River 
in  vicinity  of  Port  of  New  Or¬ 
leans;  mooring  barges;  cancella¬ 
tion  of  amendment _ 16110 

President’s  Cup  Regatta;  special 
local  regulations -  18833 


COMMERCE  DEPARTMENT 
See  Census  Bureau. 

Domestic  and  International 
Business  Administration. 

Economic  Analysis  Bureau. 

Economic  Development  Admin¬ 
istration. 

Foreign-Trade  Zones  Board. 

Maritime  Administration. 

National  Bureau  of  Standards. 

National  Oceanic  and  Atmos¬ 
pheric  Administration 

National  Technical  Information 
Service. 

Patent  and  Trademark  Office. 

Social  and  Economic  Statistics 
Administration. 

Trade  Adjustment  Assistance 
Office. 

U.S.  Travel  Service. 


Rules 

Freedom  of  Information -  24731 

Proposed  Rules 

National  volimtary  laboratoiy  ao- 
creditatlon  program;  proce¬ 
dures;  Inquiry _  20093 


Notices 

Appliance  efficiency,  household; 
voluntary  improvement  pro¬ 
gram: 


Psg* 

Air  conditioners,  room -  23914 

Energy  conservation,  voluntary; 
testing  and  labeling,  avail¬ 
ability  of  annual  report _  14961 

Pi'eezers _  26287 

Water  heaters,  electric _  26294 

Water  heaters,  gas _  26290 

Refrigerators  and  combination 

refrigerator-freezers _  26298 

Committee  reestablishment;  Mul¬ 
tilateral  Trade  Negotiations,  In¬ 
dustry  Advisory  Committees _  23498 

Committees,  advisory;  report  on 

closed  meetings;  availability _  15928 

Four  Comers  Economic  Develop¬ 
ment  Region;  modification  of 

boimdaries _  26302 

Meetings: 

Economic  Advisory  Board _ 16119, 

26051 

Sulfur  Oxide  Control  Technol¬ 
ogy  Panel _  20334 

Technical  Advisory  Board _  16869, 

17620,  21060,  24040 
Organization  and  functions: 

Appeals  Board _  17771 

Assistant  Secretary  for  Eco¬ 
nomic  Development _  17772 

Congressional  Affairs  Office _  17772 

Fire  Prevention  and  Control  Ad¬ 
ministration,  National;  estab¬ 
lishment  _  25702 

Maritime  Administration _  16707 

National  Bureau  of  Standards..  25038, 

26039 

Patent  and  Trademaik  Office..  16707 

Teleoommimicatlons  Office. _  17773 

Watches  and  watch  movraients; 
allocation  of  quotas;  American 
Samoa  and  Guahi _  22015 

COMMISSION  ON  RNE  ARTS 
Notices 

Meeting  _ 20125 


COMMISSION  ON  THE  REVIEW  OF  THE 
NATIONAL  POLICY  TOWARD  GAMBLING 

Notices 

Enforcement  towards  organized 
crime;  hearings - 20125 

COMMISSION  ON  THE  REVISION  OF  THE 
FEDERAL  COURT  APPELLATE  SYSTEM 

Notices 

Hearings _  15931,  16360,  20985 

COMMITTEE  FOR  THE  IMPLEMENTATION 
OF  TEXTILE  AGREEMENTS 

Notices 

Cotton  textiles,  laqwrt  restric¬ 


tions: 

China,  Republic  of _  25848 

Colombia _  24958 

Czechoslovak  Socialist  Repid>Ile.  1848T 

India _  22025 

Korea.  RepiibUe  of -  19877 

Macau _  18487 

Mexico  . . 19524.24230 

Pakistan . .  23363, 24043 

Romania  _  27511 

Yugoslavia _ 15121 


( 


COMMITTEE  FOR  THE  IMPLEMENTATION 
OF  TEXTILE  AGREEMENTS— Continued 

Notices — Continued 

Man-made  textiles,  import  restric¬ 
tions: 

China,  Republic  of _  15436, 25848 

HaiU  _  18586 

Korea,  Republic  of-  15436, 15437,  20985 

Macau  _  18487 

Mexico  _  24230 

Visa  requirements,  exemption 
from.  Republic  of  China;  cot¬ 
ton,  etc _ 21063 

Wool  textiles,  import  restrictions: 

Korea,  Republic  of _  20985 

Macau _  18487 

Mexico  _  24230 

COMMITTEE  FOR  PURCHASE  FROM  THE 
BUND  AND  OTHER  SEVERELY  HANDI¬ 
CAPPED 

Notices 

Procurement  list,  1975;  additions 

and  deletions _  15931, 

16357,  17311,  18031,  18488,  19232, 
19233,  21514,  22581,  22582,  24381, 
24552.  25248,  26728,  27289,  27512 

COMMODITY  CREDIT  CORPORATION 

Rules 

Cotton;  bagging  and  bale  tie  spec¬ 
ifications  _  16647 

Export  credit  sales  programs : 

Beef  Iweeding  cattle _  16327 

Breeding  swine _  16332, 19439 

Dairy  breeding  cattle _  16329 

Procedural  requirements  and 
organizational  functions  and 
assignments _  16322 

Loan  and  purchase  programs: 

Cotton  _ 21469 

Milk;  price  support  program —  16649 
Processed  commodities;  closing 
of  Miimetqx>lis,  Minn.,  com¬ 
modity  oflftce _  26503 

Rice . . — .  22535 

Rye,  1975 _  23284, 24717 

Tobacco  (fiue-cured)  producers; 

warehouse  designations _ 24175 

Wool;  1974  marketing  year; 
payment  and  deduction  rates.  16213 

Proposed  Rules 

Loan  and  purchase  programs: 

Rice,  1975  crop,  maturity  date__  15390 
Tobacco  (fiue-cured) ;  grade 
loan  rates  for  price  support 
on  1975-crop _  25217 

BetofT,  withholding,  and  stop  pay¬ 
ment;  conditions  under  which 
action  will  not  be  taken -  19830 


Loan  and  purchase  programs; 
grains  and  similarly  handled 
commodities;  warehouse  storage 

loans,  1974 -  18572 

Meetings: 

Commodity  Credit  Corporation 

Advisory  Board -  26576 

Monthly  sales  list,  FY  ending  June 
30,  1975 _  16863,25500 
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COMMODITY  EXCHANGE  AUTHORITY 

For  successor  agency  see  Com¬ 
modity  Futures  Trading  Com¬ 
mission. 

Rules  Page 

Commodity  positions  and  daily 
trading;  limits _  15086 

Proposed  Rules 

Live  slaughter  cattle,  live  hogs  and 
frozen  pork  bellies;  hearing 
cancelled _  15907 

COMMODITY  FUTURES  TRADING 
COMMISSION 

For  prior  documents  see  Commod¬ 
ity  Exchange  Authority. 

Rules 

Antifraud;  contract  transaction 
involving  gold  and  silver,  domes¬ 
tic  sales  of  foreign  futures,  etc._  26504 

CFR  Chapter  redesignation _  17046 

Commodity  Exchange  Act,  provi¬ 
sional  designations  under; 

Boards  of  Trade  as  contract 

markets,  etc. . 17406,  18776 

Registration  of  associated  persons, 
trading  advisors  and  pool  oper¬ 
ators  _  20614,  23278 

Reporting  requirements,  large- 
trader;  under  Commodity  Fu¬ 
tures  Trading  Commission  Act-  23994 

Proposed  Rules 

Antifraud;  contract  transactions 
involving  gold  and  silver,  domes¬ 
tic  sales  of  foreign  futures,  etc  18187, 

19020 

Notices 

Commodity  training  advisor  or 
pool  operator,  and  associated 
persons;  registration  and  ap¬ 
proval,  etc— .  17409,  20663,  23364 

Contract  markets,  provisional  des¬ 
ignations  of  Boards  of  Trade  as  19035, 
21769,  25849 

Information  availability;  transi¬ 
tion  reports _ 22163 

COMPTROLLER  OF  THE  CURRENCY 
Rules 

Business  interest  statements  of  di¬ 
rectors  and  principal  officers  of 
National  banks;  reporting  re¬ 
quirements  clarification _ 17135 

Customer-bank  communication 

terminals _ 21700 

National  banks  and  collective  in¬ 
vestment  funds;  fiduciary  pow¬ 
ers  of ;  short-term  investment  in 
variable  amount  note.— _  18770,  20612 
Proposed  Rules 

Bank  ownership  of  property,  leas¬ 
ing  personal  property _  23874 

National  banks;  providing  travel 
service _  14767 

Notices 

Report  of  condition  of  Insiued 
banks.  Joint  call _  17875 


COMPTROLLER  GENERAL 
Rules 

Campaign  communlcati(His  and 
disclosure  of  Federal  campaign 
funds;  revocations _  23832 

CONSUMER  PRODUCT  SAFETY 
COMMISSION 
Rules 

Flammable  fabrics,  children’s 
sleepwear;  labeling,  advertis¬ 
ing,  recordkeeping,  retail  dis¬ 
play  and  guaranties: 

Size  0-6X _ 16654 

Size  7-14 _ 14584 

Toys,  games  and  other  children’s 
articles;  test  methods  for  simu¬ 
lating  use  and  abuse;  correc¬ 
tions . .  16191,  17746 

Voluntary  standards  organiza¬ 
tions  ;  employee  membership 

and  participation _  26023 

Proposed  Rules 

Baby  cribs,  non-full  size;  banning 

and  safety  requirements _  20293 

Bicycles;  banning  and  safety  regu¬ 
lations  _  25481 

Toys  and  other  children  articles 
with  sharp  edges;  testing  de¬ 
vice  .  17157 

Notices 

Aerosol  spray  products,  meeting-  17311 
Architectural  glazing;  denial  of 
petition  to  adopt  voluntary 

standard  _  18834 

Bookmatches,  standards  publica¬ 
tion;  extentlon  of  time _ 17196 

Chemical  formulations  for  speci¬ 
fied  consiuner  products;  order 

for  submission _  16713,  19677 

Flame-fired  appliances,  voluntary 

standards  for;  conference _ 23102 

Flammable  Fabrics  Act,  mat¬ 
tresses: 

Enforcement  proceeding  against 

Charles  Castro  et  al -  17632,  24552 

Renovation  standards _  19677 

Meetings: 

Flammable  Fabrics  Act,  Nation¬ 
al  Advisory  Committee  for _  19676 

Poison  Prevention  Packaging, 
Technical  Advisory  Commit¬ 
tee  on  Poison _  27289 

Product  Safety  Advisory  Coim- 

cll . .  17632 

Refrigerators,  enforcement  pro¬ 
ceeding,  White  Consolidated  In¬ 
dustries,  Inc.,  et  al -  19233 

Swimming  pool  slides;  safety 

standard _  17778,  20849 

Television  receivers;  development 

of  safety  standard -  24043 

Upholstered  furniture  flammabil¬ 
ity,  meeting -  15438 

COOPERATIVE  STATE  RESEARCH  SERVICE 

Notices 

Meetings: 

Committee  of  Nine - 20116 

Cooperative  Forestry  Research 
Advisory  Board  and  Commit¬ 
tee  . - . —  19509,  22158 
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COST  ACCOUNTING  STANDARDS  BOARDS 


Rules 

Cost  accounting  standards: 

Acquisition  costs  of  material —  19425 
Compensated  personal  absence, 
accounting  for  costs;  effective 

date _  15865 

Deflnitions _  19429 

Tangible  capital  assets,  depre¬ 
ciation;  effective  date..  14737,  15865 

Freedom  of  Information;  fee 
schedules _  18541 

Proposed  Rules 

Cost  accounting  standard;  com¬ 
position  and  measurement  of 
pension  cost -  19486 

Disclosure  statement;  filing  by 
contractors,  etc -  14942 


COUNCIL  ON  ENVIRONMENTAL  QUALITY 

See  Environmental  Quality  Coun¬ 
cil. 

CUSTOMS  SERVICE 
Rules 

Antidumping: 

Electronic  tuners  from  Japan..  14591 

Pig  Iron  fixMn  Canada -  20617 

Countervailing  duties;  dairy  prod¬ 
ucts  from  European  communi¬ 
ties  _  21719,  21720 

Customs  bonds;  bond  transcript-  14749 
Drawback  statements;  accelerated 
payment  of  drawback  claims —  14749 
Duties  and/or  taxes;  Informal  en¬ 
tries,  procedures  for  recording 

coUectiem  of - 19813 

Examination,  sampling  and  testing 
of  merchandise: 

Information  request  form  use..  27444 
Petroleiun  and  petroleum  prod¬ 


ucts  _  27022 

Wool  or  hair,  documents  filed—  23458 
Financing  and  accounting  proce¬ 
dure;  saleable  fonns -  24518 

Inspection,  search  and  seizure; 
examination  of  Importer  and 

others _ 21932 

Ports  of  entry: 

Amarillo.  Tex.,  establishment. .  24356 
Clnclzmatl.  Ohio;  extenslcm  of 

limits _  26026 

Des  Moines,  Iowa;  establish¬ 
ment  _  19194 

Knoxville.  Tenn..  establishment.  24356 

Laredo,  Tex.;  establishment _  26027 

Puget  Sound.  Wash.;  establish¬ 
ment  _  24356 

Vessels  In  foreign  and  domestic 
trades: 

China;  coastwise  transporta¬ 
tion  _  21028 

Clearance  requirements  fw  ves¬ 
sels;  load  lines _  24518 

Iran;  coastwise  transportation.  23845 
PhlUppinea;  tonnage  tax  and 

light  money _ 2101T 

Virgin  Islands:  entry  and  clear¬ 
ance  of  aircraft _  15388 

Proposed  Rules 

Boats,  pleasure,  and  equipment; 
Import  of  foreign-made;  Coast 

Guard  safety  requirements _  25698 

Book  Mfipmenta,  Inform  atioo  re¬ 
quired  on  Involoes;  rescinded-.  17151 


Page 

Carriers,  cartmen  and  lightermen: 
Termination  ot  bond  and  dura¬ 
tion  of  license _  15389 

Ti'anqwrtatlon  of  ovm  bonded 

mercandise _  15389 

Entry  of  merchandise:  dairy  prod¬ 
ucts  from  European  communi¬ 
ties  - _ - _ - _  23874 

Ve&sels  in  foreign  and  domestic 
trades: 

Boarding  of  vessels;  cutter  and 

and  dock  passes _  19830 

Manifest  discrepancy,  clerical 
error,  definition -  24527 

Notices 

Authority  delegation;  customs  of¬ 
ficers  _  22008 

Countervailing  duty  determina¬ 
tions,  etc.: 

Castor  oil  products  from  Brazil.  18814 

Cheese  from  Austria _  22007 

Cheese  fitun  Norway _  27498 

Electronic  products  from  Japan.  19853 
Ferrochrome  from  Republic  of 

South  Africa _  27499 

Float  glass  from  France _  27499 

Float  glass  from  United  King¬ 
dom  _  27499 

Float  glass  from  West  Ger¬ 
many  _  27499 

Hams  and  shoulders  (canned) 
from  European  communities; 

determination _  27498 

Leather  handbags  from  Brazil.  27499 

Leatl  er  products  from  Argen¬ 
tina  _  17763 

Oxygen  sensing  probes  from 

Canada _  27500 

Shoes  and  sted  products  from 
European  communities;  ter¬ 
mination  of  Investigations _  23899 

Wall  tile,  glazed,  ceramic,  from 
Philippines  _ 16119 


Woven  tie  fabrics  from  Japan, 

West  Germany,  and  Korea; 
termination  of  Investigation.  23899 
Foreign  currencies;  certification 
of  rates—  15100, 16120, 17173, 18814. 


27062 

Newsprint  paper,  standard;  mlnl- 

mmn  basis  weight _  18008 

Panty  hose,  removal  of  restriction 

on  Importation -  24922 

Reimbursable  services;  preclear- 
anoe  operations;  excess  cost—  20871 

Tariff  rate  quota,  tuna  fish _  19023 

Tariff  schedule  determination; 
dutiable  status  of  yacht  MS 
Astral  . . 24758 


DEFENSE  COMMUNICATIONS  AGENCY 
Notices  P»S» 

Meeting;  Scientific  Advisory 
Group _  15406 

DEFENSE  DEPARTMENT 

See  Air  Force  Department. 

Army  Department. 

Defense  Civil  Preparedness  Agency. 
Defense  Communications  Agency. 
Engineers  Corps. 

Navy  Department. 

Rules 

Conduct  standards _ 16194 

Freedom  of  Information _  16203 

Proposed  Rules 

Industrial  personnel  security 

clearance  program _  17995 

Procurement,  armed  services;  In¬ 
corporation  by  reference;  In¬ 
quiry  . — . . —  25597,  25643 

Notices 

Committee  establishment;  Acqui¬ 
sition  Advisory  Group _  17864 

Meetings; 

Acquisition  Advls(Hy  Group—  19023, 
20331,  21499,  23774,  25498 


Defense  Industry  Advisory 

Group  In  Europe _  22851 

Defense  Intelligence  Agency 

Advisory  Ccanmittee _  14785, 

18009, 20115 

Electron  Devices,  Advisory 
Group  on _  19663, 


22150, 23481,  23774, 27062 
Employer  Sumx>rt  of  Guard  and 
Reserve,  National  Committee.  24035 
High  Energy  Laser  Review 
Group _  15915, 20331, 21055, 22151 


Military  Airlift  Committee _  14607 

National  War  CoU^,  Board  of 
Consultants _  19854 


Science  Board  task  forces,  etc..  14956, 
15101,  15915.  16233,  16689,  16858, 
16859,  17174.  17763,  18189,  18814, 
19501,  19663,  22008,  22150.  22151, 
23341,  23773,  24543,  25235,  26573, 


27272 

Systems  Management  School 

Board  of  Visitors _  17603 

Wage  Committee _  17393, 

18009, 19222,  20655.  20656,  25235 
Women  In  Services.  Advisory 

Conunlttee _  25832 

Organization  and  functions;  Oxn- 
mlttee  Management  Program..  22008 


DEFENSE  MANPOWER  COMMISSION 
Notices 


DEFENSE  CIVIL  PREPAREDNESS  AGENCY 

Rules 

Federal  Employees,  Reservists  and 
Non-Pederal  Suppeut  Person¬ 
nel:  civil  defense  identification.  27448 

Pasrments  for  financial  contribu¬ 
tions;  procedures  for  withhold¬ 
ing  under  Fedend  Civil  Defense 
Act . . 16314 

Notices 

Meetings;  Shelters,  Design  and 
OoDstnictlan  Advisory  Commit¬ 
tee  .  26284 


Hearings - -  18835,23364 

Meetings _  17196, 18835, 22876, 26728 

DEFENSE  NUCLEAR  AGENCY 
Rules 

Freedom  of  Information _  27028 

DELAWARE  RIVER  BASIN  COMMISSION 
Rules 

Freedom  of  Information;  oorrec- 

tlon . 179iT 

Notices 

Sewage  treatment  idants  projects, 
ete.;  Penna„  EM,,  and  VJ4 
hearing . . .  16234.  23528 
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DISEASE  CONTROL  CENTER 
Notices 


Coal  mine  dust  personal  sampler 
units;  revocation  of  i^proval 

certificates  of  Bendix  Corp - 

Gas  detector  tube  units;  applica¬ 
tions  for  certification _ 

Meetings: 

Coal  Mine  Health  Research  Ad¬ 
visory  Committee - 

Immimization  Practices  Advi¬ 
sory  Committee _ 

Medical  Laboratory  Services  Ad¬ 
visory  CcHiunlttM _ 

Occupational  safety  and  health 
standards  for  certain  chemical 
substances: 

Toxic  substances  list;  chemical 
agents  as  carcinogens,  etc.; 

inquiry _ 

Validated  sampling  and  analytic 
methods;  availability _ 


17773 

17620 

23499 

16708 

21507 


26390 

14961 


DOMESTIC  AND  INTERNATIONAL 
BUSINESS  ADMINISTRATION 

Rules 

Adjustment  assistance;  certifica¬ 
tion  of  eligibility  to  apply  for: 

Communities _  14925 

Firms  _  14921,14930 

Cambodia  and  South  Vietnam; 
export  controls,  editorial 
changes  _ 21931 

Export  licensing : 

Applications  amendments _  27227 

Policy  Information,  etc _  23990 

Foreign  excess  property;  American 
Samoa,  Guam,  and  Trust  Terri¬ 
tory  of  Pacific  Islands,  defini¬ 
tion;  removal _  17837 

Short  supply  controls;  petroleum 
products,  licensing  exports;  sec¬ 
ond  quarter  1975 _  15867 

Proposed  Rules 

Defense  materials  system;  alumi¬ 
num  _  26174 

Notices 

Adjustment  assistance;  certifica¬ 
tion  of  eligibility  to  apply  for; 
petition: 


Deansgate,  Inc _  26051 

Town  k  County  Shoes,  Inc _  18574 

Export  privileges,  actions  affect¬ 
ing: 

Dell  Knitwear,  Inc.;  petition 

for  determination _  24371 

Escalade,  Inc.,  petition  for  de¬ 
termination  _  24547 

Grabner  G.m.b.H.;  related  party 

determination _  14857 

Information  Magnetics  Corp., 


Information  Magnetics,  Inc. 
and  Gresham-Infomag,  Ltd.; 


Seurolec,  S.  A.  and  Holland,  Al¬ 
bert;  denial _  19857 

World  Wide  Radar  Science  Re¬ 
search  and  Antoine  Saab....  24371 
Foreign  traders  Identification  sec¬ 
tion;  rate  increase  for  Export 
Mailing  List _  25613 


Page 

Meetings: 

Computer,  Peripherals,  Com¬ 
ponents  and  Related  Test 
Equipment  Advisory  Com- 

mitte _ 18199 

Computer  Systems  Technical 
Advisory  Committee. -  16706,  24372 
East-West  Trade  Advisory  Com¬ 
mittee  _  20332 

Importers’  Textile  Advisory 

Committee _  24761 

Industrial  Energy  Conservation 

Council,  National _  14960, 

17620,  18825,  20973,  21504,  24548 
Management-Labor  Textile  Ad¬ 
visory  Committee _  23911 

Multilateral  Trade  Negotiations, 
Industry  Sector  Advisory 

Committees  for _  14622 

Multilateral  Trade  Negotiations 


Policy  Advisory  Committee..  21058, 

21504 

Metal  Scrap  Problems,  Industry 

Advisory  Committee _ 20119 

Numerically  Controlled  Machine 
Tool  Technical  Advisory  Com¬ 
mittee  _  24948 

Semiconductor  Technical  Advi¬ 
sory  Committee _ 21504 

Telecommunications  Equipment 
Technical  Advisory  Commit¬ 
tee  . .  17865 

Motor  vehicle  manufacturers; 
names  and  addresses  as  of  June 

1,  1975 . 27284 

Scientific  articles;  duty-free  en¬ 
try: 

Agriculture  Department,  et  al..  22283 
Arizona  State  University,  et  al—  25836 


Battelle  Memorial  Institute. __  23495, 

25836 

Brigham,  Peter  Bent,  Hospital.  23495 
Brookhaven  National  Labora¬ 
tory  _  22283 

Central  Cormecticut  State  Col¬ 
lege  _  19029 

Children’s  Hospital  Medical 

Center.. . .  19029, 24224 

Cleveland  Clinic  Foundation,  et 

al.  . 20120 

CorneU  University _  23495,  25611 

Dartmouth  Medical  School  et 

al . 20120 

Desert  Research  Institute  et  al.  16864 
Duke  University  Medical  Cen¬ 
ter  _ 16865 

ERDA  Health  &  Safety  Labora¬ 
tory  et  al _  16866 

Evanston  Hospital  et  al _  17768 

Florida  Department  of  Natural 

Resources _  22284 

Florida  Hospital  et  al _ 21059 

Good  Samaritan  Hospital  and 

Medical  Center  et  al _  17050 

Health  Research,  Inc _  23911 

Indiana  State  Department  of 

Mental  Health  et  al. .  23496 

Indiana  Universlty-Purdue  Uni¬ 
versity,  etal _  18823 

Jewish  Hospital  of  St.  Louis,  et 

al . 25611 

Johns  Hopkins  University _  23497 

Labor  Department  et  al _  19029 

Loyola  University  et  al _ 15109 

Medical  College  of  Wisconsin _  22284 

Meharry  Medical  College _ 15110 


Pag® 

Mines  Bureau _ 20119 

NASA,  Johnson  Space  Center,  et 

al . 19030 

NASA-Moffett  Field. .  22285 

National  Bureau  of  Standards..  23911 
National  Institute  of  Ekivlron- 

mental  Health _ 20121 

National  Institutes  of  Health  et 

al _  17051,  17768 

Northwestern  University  et  al.  21059, 

25698 

Presbyterian — University  of 

Pennsylvania  _  23912 

Princeton  University _  23913 

SUNY,  Albany _  22285 

San  Diego  State  University 

Foiuidation  et  al _  24225 

Sandia  Laboratories _  25613 

Southwest  Texas  Methodist 

Hospital  et  al -  24761 

St.  Judes  Children’s  Research 

Hosplal .  16867 

Syracuse  University _  22285 

Temple  University _  25698 

Trenton  State  College _  19031 

University  of  Arizona,  et  al _  22286 

University  of  California,  et  al..  17769, 


20121,23912 

University  of  Cincinnati,  et  al..  21060, 

22286 

University  of  Florida _  23497,23914 

University  of  Illinois,  et  al _ 22287, 

24225 

University  of  Maryland,  et  al _ 25612, 

25836 

University  of  Nebraska _ 15111 

University  of  Oregon,  et  al _ 16115 

University  of  Pennsylvania, 

et  al. .  25613,25698 

University  of  Pittsburgh _  22857 

University  of  Rochester _  22288 

University  of  Texas  System 

Cancer  Center _  16868 

VA  Hospital,  Houston,  Tex., 

et  al.;  correction _  25700 

Veterans  Administration  Pros¬ 
thetics  Center _  16868 

Virginia  Polytechnic  Institute..  23913 

Washington  University _  23912 

Yale  University,  et  al _ 20122 

Ti-ade  Opportunities  Program ; 
schedules  of  subscrlptimi  levels.  26287 

DRUG  ENFORCEMENT  ADMINISTRATION 
Rules 

Employee  screening  procedures  for 

non-practitioners  _ 17142 

Schedules  of  controlled  sub¬ 
stances: 

Chlordiazepoxide,  Diazepam, 
Oxazepam,  Chlorazepate, 
Flurazepam  and  Clonazepam 

in  Schedule  TV _  23998 

Chlordiazepoxide  in  Schedule 
IV;  reservation  of  application 
of  order  to  Llbrax  and  Men- 

rium _  26675 

Dlfenoxln  in  Schedule  I _ 19813 

Exempt  chemical  preparations.  20076, 

27023 

Llbrax  and  Menrlum  in  Sched¬ 
ule  IV .  24216,26675 

Peyote;  policy  statement _  18426 


Proposed  Rules 

Schedules  of  controlled  sub¬ 
stances: 

Mecloqualone  and  thiophene 
analog  of  phencyclidine  place¬ 
ment  in  schedule  I _  23306 

Schedules  III  through  V  sub¬ 
stances:  storage  and  security; 
coi'rection  and  extension  of 
time _  16082 

Notices 

Applications  to  import  or  manu¬ 
facture  controlled  substances: 

Abbott  Laboratories -  17174,24758 

Applied  Science  Laboratories, 

Inc _  26719 

Baker,  Dale  W_- . 23899 

Burroughs  Wellcome  Co_  17174, 26720 

Dow  Chemical  Co.  et  al -  25696 

Endo  Inc.,  et  al _  20829 

Jerdan  Chemical  Corp -  14607 

M.B.H.  Chemical  Coi-p _  24758 

Norman  Bridge  Drug  Co -  26720 

Parke,  Davis  &  Co _  25499 

Penick,  S.  B.,  &  Co _  20829 

Regis  Chemical  Co _  23093 

Sandoz,  Inc.,  et  al -  14607, 26720 

Searle,  G.  D.  &  Co _ 16235 

Smith  Kline  &  French  Labora¬ 
tories  _  14608 

Zenith  Laboratories -  26719 

Quotas;  controlled  substances  in 
schedules  I  and  II;  final  aggre¬ 
gate  productions  for  1975 -  22851 

Registrations;  actions  affecting: 

Amato,  John  R.;  denial -  22852 

Boehringer  Ingelheim,  Ltd.;  de¬ 
nial  of  hearing _  20962 

Carroll,  John  Louis;  revocation.  27062 

Malllnckrodt  Inc.  et  al -  19854 

Nelson,  Sidney  Alfonso _  25499 

Norman  Bridge  Drug  Co. ;  hear¬ 
ing  _  17294 

Novich,  Samuel  D.;  revocation..  22851 
Wagner,  Sheldon  D.  P.  M.;  hear- 
hig _ _ 25832 


ECONOMIC  ANALYSIS  BUREAU 

Proposed  Rules 

Foreign  investment  and  intema- 
national  receipts  and  payments 
of  royalties  and  fees _  14603 

ECONOMIC  DEVELOPMENT 
ADMINISTRATION 

Rules 

Grant  and  loan  program; 

Areas  designation,  eligibility  un¬ 
der  1974  Community  Services 

Act _ 18544 

Business  development  programs; 

correction  _  19443 

Nondiscrimination;  minority 
representation  on  county  or 
multicounty  planning  organi¬ 
zations  _  22536 

Public  works  and  development 
facilities,  property  manage¬ 
ment  _  25800 

Technical  assistance,  research 
and  Information;  editorial 
change _  25441 

Job  opportunities  program;  in¬ 
terim  regulations _  22536,25671 
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ECONOMIC  OPPORTUNIIY  OFFICE 


Rules  PRS® 

Community  action  programs, 
funding,  grants _  27030 

ECONOMIC  RESEARCH  SERVICE 

Notices 

Meetings:  National  Cotton  Mar¬ 
keting  Study  Committee _  23344 

Organization,  fimctlons,  and  avail¬ 
ability  of  information _  22853 


EDUCATION  OFFICE 
Rules 


Adult  education  programs.  State: 
Annual  program  plans,  guide¬ 
lines  for  preparation _  22230 

Financial  assistance _  17950 

Bilingual  education;  interim  regu¬ 
lations  _  26514 

Bilingual  vocational  ti*aining; 

grants  and  contract  awards _  18787 

Cooperative  education;  student  as¬ 
sistance  program _  20273 

Desegregation  of  public  education.  25207 
Educational  opportunity  centers, 

funding  criteria _ 14917 

Educational  opportunity  grant 
program,  basic;  expected  family 

contribution  _  15248 

Emergency  School  Aid  Act;  deseg¬ 
regation  of  elementary  and  sec¬ 
ondary  schools _ 25172 

Environmental  education;  finan¬ 
cial  assistance  for  research, 
demonstration,  and  pilot  proj¬ 
ects;  funding  priorities _ 21957 

Ethnic  heritage  studies  program; 
standards  and  funding  criteria.  21955 

Follow  Through  Program _ 17712 

Handicapped  children;  assistance 

to  States _  18998 

Handicapped  children;  funding 

criteria,  grants  to  territories _  27459 

Higher  education: 

Assistance  programs:  annual  re¬ 
view  and  approval  of  private 

need  analysis  systems,  etc _ 22133 

Emergency  Insured  Student 
Loan  Act  of  1969;  special  al¬ 
lowances  _  18556 

Veterans’  cost-of-instruction 

payments  to  institutions _  23300 

Library  services  and  construction; 
priority  for  limited  English- 

speaking  ability  programs _  25013 

Right  to  read  program  grants: 

Reading  academies,  FY  1976...  18551 

School  training  staff _  14762 

States,  funding,  evaluation  cri¬ 
teria,  etc _  20084 

School  assistance  in  federally  af¬ 
fected  areas  (SAFA) ;  construc¬ 
tion  in  disaster  cases _ 16012 

State  student  incentive  grant  pro¬ 
gram: 

Allotment  procedure _  27459 

Grants _  17844 

Strengthening  developing  Institu¬ 
tions  program _  23857 

Supplementary  educational  cen¬ 
ters  and  services,  special  pro¬ 
grams  and  projects;  final  fund¬ 
ing  criteria _  23298 

Upward  bound;  funding  criteria—  14918 
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Proposed  Rules  Page 

Arts  program  criteria,  grant 

awards _  27486 

Assistance  programs;  State  appli¬ 
cation  procedures.  Education 

Amendments  of  1974 _  19204 

Basic  Educational  Opportimity 

Grant  Program _  23970 

Community  education  program _  17394 

Equalization  plans.  State;  assist¬ 
ance  to  States _  16086 

Handicapped  children,  education 
of ;  financial  assistance  to  Juris¬ 
dictions  of  Puerto  Rico,  Guam, 
American  Samoa,  Virgin  Islands 
and  Trust  Territory  of  Pacific 

Islands _  17849,  23084 

Meetings,  open;  certification  by 

local  educational  agencies _  20285 

School  assistance  in  federally  af¬ 
fected  areas;  State  equalization 

programs  payments _ 19114 

Special  Projects  Act;  special  or 

unique  needs _  27035 

Student  loan  program,  guaran¬ 
teed;  insurance  premium 
charges _  20824 

Notices 

Accreditation,  lists  of  approved 
agencies  and  associations: 

Colleges  and  Universities,  etc _ 15115 


Nurse  education _ 15117 

Vocational  education _ 15117 


Applications  and  proposals  closing 
dates; 

Basic  and  advanced  institutional 

developmental  progi'ams _  24373 

Bilingual  education _  16231,  21508 

Desegregation  of  public  educa¬ 
tion  _  15118,  22575 

Disadvantaged  students,  special 
services  for  and  talent  search.  14967 

Emergency  School  Aid _  14789, 

16354,  22575 

Follow  Through  Program _  17773 

Foreign  language  and  area  stud¬ 
ies  research  program;  exten¬ 
sion  of  time _  18207 

Higher  education,  veterans  cost- 
of-instruction  program,  pay¬ 
ments  _  16356,  21756 

Indian  children  and  their  par¬ 
ents  - 20660 

Mining  and  mineral  and  mineral 
fuel  conservation  fellowships, 

domestic  _  14966 

Right  to  Read  Reading  Acad¬ 
emy  program _  18575 

Right  to  Read  School  Based  Pro¬ 
gram  -  14790 

Right  to  Read  States  Program.  20123 
Strengthening  developing  Insti¬ 
tutions;  advanced  institution¬ 
al  development  program;  ex¬ 


tension  of  time _  19033 

Teacher  Corps _ 21507 

Audit  appeal;  state  of  Florida, 

hearing,  applications,  etc _  24228, 

24374,  24762 

Fimding  criteria  for  applications: 

Career  education  program _  20335 

Community  service  and  continu¬ 
ing  education  programs,  spe¬ 
cial  project  priorities -  24548 

Emergency  school  aid -  20660,  21509 
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EDUCATION  omCE— Continued 
Notices — Continued 

Funding  criteria  for  applications — Con. 
Extension  and  continuing  edu¬ 
cation  demonstration  centers  23500 
Foreign  language  and  area  stud¬ 
ies  centers _  20843,  22018 

Foreign  language  and  area  stud¬ 
ies  fellowships _  14967 

Fulbiight-Hays  training  grants  18020 
Higher  education  personnel 

training  programs -  18833 

Mining  and  mineral  fuel  con¬ 
servation  fellowships,  domes¬ 
tic  . .  14966,  25839 

Public  service  education  institu¬ 
tional  grants  and  fellowships.  25615 

Teacher  Corps  projects _  23345 

Meetings: 

Accreditation  and  Institutional 
Eligibility  Advisory  Commit¬ 
tee  _  17621 

Adult  Ekiucation,  National  Advi¬ 
sory  Council _  18207,  21508 

Bilingual  Education,  Advisory 

Council .  15118, 18206,  23919 

Career  Education,  National  Ad¬ 
visory  Council  for _  18019,  18833 

Community  Education  Advisory 

Council _  18020,  26052 

Education  Professions  Develop¬ 
ment,  National  Advisory 

Council  _  20972 

^  Equality  of  Educational  Oppor¬ 
tunity,  National  Advisory 

Council  on _ 16120 

Extension  and  Continuing  Edu¬ 
cation,  National  Advisory 

Council _  17622,  22018,  23779 

Handicapped,  National  Advisory 

Committee  on _  18207,  27067 

Ihdlan  Ekiucation,  National  Ad¬ 
visory  Council  on _  19032, 

24374,  24548,  24955 
Intematlonal  Ekiergy  Analysis, 

EIRDA/NSF  Seminar _  23520 

Teacher  Corps _ 21062 

Vocational  Educational,  Nation¬ 
al  Advisory  Council  on _  16355, 

16869,  20123,  23779 
Women’s  Educational  Pro¬ 
grams,  Advisory  Coimcil _  22575 

Organization  and  functions;  Con¬ 
sumers’  Ekiucation  Office,  estab¬ 
lishment  _  25839 

Postsecondary  education  compre¬ 
hensive  statewide  planning 
grants  program;  allocation 
formula  emd  guidelines _  20336 

EMPLOYEE  BENEFITS  SECURITY  OFFICE 
Rules 

Fiduciary  responsibility: 

Bonding  reqidrements,  redesig¬ 
nations  _  20629 

Postponement  of  effective  date.  20629, 

24896 

Reporting  and  disclosure  re¬ 
quirements _  19469, 20628 

Proposed  Rules 

Employee  Retirement  Income  Se¬ 
curity  Act: 

Definitions,  oovoage,  etc _  24642 

Redeslgnatlons _  20653 


Notices  Page 

Complaints  served  to  Secretary 

of  Labor,  filing  address _  26318 

Meeting;  Eknployee  Welfare  and 
Pension  Benefit  Plans  Advisory 

Coimcil _  24580 

Reporting,  disclosure  and  fiduci¬ 
ary  requirements;  effective 
dates  postponed - 21084 

EMPLOYMENT  STANDARDS 
ADMINISTRATION 


Notices 

Index  to  general  wage  detcimina- 
tlon  decisions  and  modifica¬ 
tions .  15328,  19369,  24467 

Minimum  wages  for  Federal  and 
federally  assisted  construction; 
general  wage  determination  de¬ 
cisions,  modifications,  and  su¬ 
persedeas  decisions _  15260, 

16468,  17450,  18270,  19320,  20554, 
21654,  22722,  23628,  24454,  25318, 
26180,  27402 

ENERGY  RESEARCH  AND  DEVELOPMENT 
ADMINISTRATION 

Rules 


Procurement: 

Contract  clauses _  22255 

Ccmtract  reporting _  19197 


Patents  and  copyrights _  16848,  17573 

Property  management: 

Authority  and  exemptions,  un¬ 
der  Einergy  Reorganization 
Act,  etc _  15091 

Proposed  Rules 

Procurement  submission,  evalu¬ 
ation  and  selection  of  proposals.  16677 

Notices 


Appearance  before  ERDA,  certi¬ 
fication  of  Dr,  Alvin  M.  Wein¬ 
berg  . 27292 

Environmental  statements: 

Gas  Centrifuge  program -  17871 

Hanford  Plant,  Richland, 
Wash.;  negative  declaration.  22165 
Liquid  metal  fast  breeder  reac¬ 
tor  program;  hearing _ 18218, 

22166 

Nuclear  testing,  underground; 

Nevada  site _  27292 

Radioactive  wastes,  manage¬ 


ment  of  commercial  high  level 
and  transuranium  contami¬ 
nated;  closing  of  hearing  rec¬ 
ord  _ 17071 

Rocky  Flats  Site.  Colo _ 24234, 27512 

Savannah  River  Plant,  S.C., 

negative  declaration _ 22166 

Waste  Management  Operations, 
Hanford  Reservation;  closing 

of  hearing  record _ 17317 

Meetings: 

Atomic  Energy  Labor-Manage¬ 
ment  Advisory  Committee _  20850 

High  Elnergy  Physics  Advisory 

Panel _  18587,  26681 

Lignite  Advisory  Committee -  19878 

Reactor  Research  suid  Develop¬ 
ment  Division  and  NASA _  23365 

Senior  Reviewers  Committee —  26307 


Pap® 

Solar  energy  research  Institute; 

role,  mission,  etc.;  Inquiry _  23924 

Solar  heating  and  cooling  pro¬ 
gram;  Interim  report  to  Con¬ 
gress  _  16714 

Uranium  hexafluoride;  charges, 
enriching  services,  specifica¬ 
tions,  and  packaging _  17070, 


19525,  26060,  26061 

ENGINEERS  CORPS 


See  also  Defense  Depiartment. 

Rules 

Admlnlsrative  procedure.  Chief 
of  Engineers,  operations  under 

Federal  Power  Act _  17023 

Civil  works  projects,  public  In¬ 
volvement;  general  policies _  14761 

Dam  and  lake  projects;  design 

criteria _  20081 

Flood  plain  management  plans; 
evaluation  of  beneficial  contri¬ 
butions  to  National  economic  de¬ 
velopment;  affluence  factor _  25292 

Navigation  regulations: 

Block  Island  Sound,  N.Y _ 21028 

St.  Mary’s  Falls  canal  and  locks, 

Mich . 20818 

Proposed  Rules 
Danger  zone  regulations : 

Chesapeake  Bay  off  Et.  Monroe, 

Va.,  firing  range _ 24193 

Project  deauthorization  review 
program;  policies  and  proce¬ 
dures  _ 14872 

Relocation  assistance,  imlform, 
and  real  property  acquisition...  16850 
Water,  navigable  or  ocean;  activi¬ 
ties  permits  agreement  with 

EPA . . .  19766,  25493 

Notices 

F\iel -carrying  pipeline  right-of- 

way  application;  Illinois _  18473 

Meetings: 

Ekivlronmental  Advisory  Board 

of  Chief  of  Engineers _ 15915 

Great  Lakes-St.  Lawrence  Sea¬ 
way,  Winter  Navigation  Board 

19662,  20960 


ENVIRONMENTAL  PROTECTION  AGENCY 


Rules 

Air  pollution,  standards  of  per¬ 
formance  for  new  stationary 
sources: 

Idaho  . .  26677 

Washington _ 18169 

Air  pollution  control,  new  motor 
vehicles  and  engines: 
Catalyst-equipped  vehicles,  im¬ 
ported;  labeling  and  certifica¬ 
tion  _  27448 

Certification  and  test  proce¬ 
dures: 

Recodlficatlon _  27590 

Technical  amendments _  21730, 

24186 

Diesel  heavy  duty  engines,  ex¬ 
haust  emissions,  technical 

corrections -  27574 

Oasollne-fueled  heavy  duty  ma- 
glnes;  correction _  16667 


p«g* 
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Trucks  and  vehicles,  light-duty; 

1976  and  later  standards _  24350 

Trucks,  light-duty  diesel;  high 
altitude  sale;  certification 
procedures  for  1977  model 

year _  18778 

Air  quality  implementation  plans: 

Alabama _  20083 

California;  correction _  24523 

Connecticut _  23279 

District  of  Columbia _  26274 

Georgia . .  18430,  21725,  27447 

Iowa _  15879,  21725,  23745 

Kansas  . .  15879,  21727,  23757 

Massachusetts  _ 25152 

Missouri  .  16842,  23757 

National  Capital  Interstate  Re¬ 
gion  _ 16845 

New  York _  23743 

Oregon _ 24184 

Pennsylvania _  14595,  26676 

Prevention  of  significant  deteri¬ 
oration,  all  States _  25005 

Puerto  Rico _  18550 

State  source  surveillance _  26031 

Tennessee  _  25011 

Vapor  recovery  on  ships  and 

barges _  18437,  24185 

Washington  _  22254 

Wyoming _  24726 

Air  quality  maintenance  areas _  18725, 

23746,  25814 

Air  quality  standards ;  ambient  air 
monitoring  reference  and  equiv¬ 
alent  methods;  corrections _ 18168 

Clean  Air  Act,  administration  of; 
Federal  contracts,  grants  and 

loans -  17124,  18429,  13437 

Energy  Supply  and  Environmental 
Coordination  Act,  related  au¬ 
thority;  power  plant  shut 

downs _  18438 

Environmental  statements,  final, 

preparation  of _  16814,  20629 

Fuels  and  fuel  additives;  controls 
applicable  to  carriers  trans¬ 
porting  unleaded  gasoline _  27447 

Grant  programs: 

Applicability,  administration, 

etc  - 20232,  20952 

Editorial  changes  and  technical 

amendments _  20082 

Pesticide  chemicals  in  or  on  raw 
agricultural  commodities ;  toler¬ 
ances  and  exemptions,  etc. : 

Asulam _  25591 

Atrazine _  20629 

Benomyl;  correction _  15880 

Butanoic  anhydride _  23280 

Butralln _  18172 

Carbaryl  _  17841 

Carbophenotliion  _  14596 

Chlorothalonil  _  14596 

Cycloheximide  _  15387 

Daminozide  _  19476 

3.5  -  dichloro-N-(l,l-dlmethyl- 

2-propynyl)  benzamide _  23280 

Dimethyl  phosphate  of  3-hy- 
droxy-N-methyl-C/S  -  croton- 

amide  _  18171 

Ethephon  _ 18171 

Ethoprop _  26275 

Ethyl  3-methyl-4-(methylthio) 
phenyl  (1-methylethyl)  phos- 

phoramldate _  17557 

Ethylene  _  19476 

5-t2-(ethylsulfinyl)ethyl]  0,0- 
dimethyl  phosphoro^loate..  21029 


Pag* 

Formaldehyde;  correction _  17841 

Inert  ingredients  in  pesticide 

formulations _  27453 

Methazole;  correction _ 18172 

Methidathion _  25674 

Methoprene _  23073 

Propargite  _  17146,  24524 

Simazine  _  14597 

Thiabendazole  _  25591 

Pesticide  progi’ams  practice  and 
procedure;  Federal  Insecticide, 
Fungicide  and  Rodenticlde  Act; 

evidence _ 25815 

Pesticides,  shipment  of,  for  experi¬ 
mental  use;  Issuance  of  permits, 

revocation  and  addition _  18780 

Procurement  by  negotiation ;  small 
purchases  from  $2,500  to  $10,000  20630 
Water  pollution:  effluent  guide¬ 
lines  for  certain  point  source 
categories;  manufacturing, 
processing,  etc.: 

Asbestos _ 18172 

Electroplating _ 18130 

Ferroalloys;  extension  of  time.  21929 

Fertilizer _  26275 

Inorganic  chemicals _  22402 

Nonferrous  metals:  extension  of 

time _ 21029 

Petroleum  refining _ 21939 

Plastics  and  synthetics..  21731,  23472 

Rubber _ 18172 

Seafood,  canned  and  preserved; 

corrections _  16204 

Soap  and  detergent _  27454 

Steam  electric  power  genera¬ 
ting;  corrections _  23987 

Timber  products _  23824 

Water  pollution:  Federal  Water 
Pollution  Control  Act,  adminis¬ 
tration  of;  Federal  contracts, 
grants  and  loans..  17124,  18429,  18437 
Water  quality  standards;  Idaho..  18170 

Proposed  Rules 

Air  pollution  control;  new  motor 
vehicles  and  engines;  defect  re¬ 
porting  _  18176 

Air  quality;  enforcement  of  imple¬ 
mentation  plan  requirements 
after  statutory  deadlines;  au¬ 
thority  of  State  and  Federal 

governments _  14876,  21046,  23086 

Air  quality  implementation  plans: 

California  . . 20642,  26278 

Delaware;  correction _  18795 

Georgia  _  27248 

Idaho . 16218,  22145 

Indiana _ 19210 

Iowa _  23766 

Kansas _ 21045 

Maryland _  18796 

Massachusetts  _  16680 

Mississippi _  19656 

New  Mexico _ 19211 

New  Yoi’k _  15094 

North  Carolina _  20643 

Oregon  . .  17158,  27050 

Pennsylvania  _  15095 

Prevention  of  significant  air 
quality  deterioration;  ferro¬ 
alloy  production  facilities _  24534 

Tennessee  _  25029 

Washington _  17597,  25029 

Grants,  procurement  of  personal 
and  professional  services  for 
construction  of  treatment 
works _ 20296, 24534 


Pag* 

Information;  trade  secrets  and 
confidential  business  Informa¬ 
tion,  public  availability - 21987 

Pesticide  chemicals  in  or  on  raw 
agricultural  commodities;  tol¬ 
erances  and  exemptions,  etc.: 

Carbofuran _  20650 

2-114  -  Chloro  -  6-(ethylamlno)-s-tri- 
azin  -  2-yllaminol-2-methyl- 

propionitrile _  25688 

Chlorothalonil _ 22146 

2,4  -  Dinitro-6-octyphenyl  cro- 
tonate  and  2,6-dlnltro-4-octy- 

phenyl  crotonate _ 20106 

Inert  ingredients  in  pesticide 

formulations _  18451,  20308 

Leptophos;  revocation -  22847 

Pine  oil _  24539 

Trifiuralin _  20651 

Pesticide  programs: 

Registering  pesticides  in  U.S., 

guidelines _  26802 

State  plans  for  certification  of 
commercial  and  private  ap¬ 
plicators,  submission  and  ap¬ 
proval;  Georgia -  26690 

Radiation  protection  standards  for 

nuclear  power  operations -  23420 

Water  pollution,  effluent  guidelines 
for  certain  point  source  cate¬ 
gories;  manufacturing,  proc¬ 
essing,  etc.: 

Electroplating _ 18140 

Ferroalloys;  extension  of  time.  21047 

Inorganic  chemicals -  22424 

Nonferrous  metals - 21047,  24539 

Oil  and  grease;  pre treatment 

standards;  inquiry _  17762,  24020 

Organic  chemicals _  17041 

Plastics  and  synthetics _ 21740,  24918 

Poultry  products _ 18150 

Seafood,  canned  and  preserved.  15096 

Sugar;  extension  of  time _  23086 

Timber  products _  23829 

Water  pollution  control: 

Analysis  of  pollutants:  test  pro¬ 
cedures  _  24535 

Discharge  of  dredged  or  fill  ma¬ 
terial,  activities  permits; 
agreement  with  Engineers 
Corps  _  19794, 25494 

Notices 

Air  pollution:  standards  of  per¬ 
formance  for  stationary 
sources: 

Federal  agencies’  compliance 

guidelines  for _  20664 

Idaho;  authority  delegation _  26728 

Opacity  provisions:  inquiry _  17778 

Washington;  authority  delega¬ 
tion  _  14632 

Air  pollution  control,  new  motor 
motor  vehicles  and  engines: 
California  standards;  motor  ve¬ 
hicle  emissions..  16235,  20130,  23102 
Carbon  monoxide  and  suspended 
particles;  inquiry,  prototype 

instruments _ 22168 

Enforcement  and  auditing  pro¬ 
cedures:  hearings _  25851 

Fuel  economy  labeling  program 
for  1976  models,  voluntary ; 
joint  with  Federal  Energy  Ad¬ 
ministration  _  26058 
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ENVIRONMENTAL  PROTECTION  AGENCY— 
Continued 


Notices — Continued 


Air  quality.  State  Implementation 
plans: 

Massachusetts,  coal  burning 

emission  limitations _  24767 

New  Jersey  corporate  com¬ 
pliance  schedules;  hearing _ 18218 

Post-attainment  date  variances 
for  ambient  air  quality  stand¬ 
ards;  Interim  policy _  22587 

Committ^  establisliment;  State- 
Federal  FIFRA  Implementation 

Advisory  Committee _ 18218 

'  Environmental  statements;  avail¬ 
ability  _  18489,23698,27514 

Fuel;  lead  additives  in  gasoline; 
suspension  of  enforcement  of 

controls  _ 18217 

Mass  transit  priority  incentives; 

New  Jersey _  17633 

Landfill,  Mobile  County,  Alabama; 
administrative  order  on  con- 
strucUcm  of  marine  associated 

facility,  and  development _  24231 

Meetings: 

Air  Pollution  Control  Tech¬ 
niques  Advisory  Committee, 

National _  17315,24232 

Air  Quality  Criteria  Advisory 

Committee,  National _ 18218 

Drinking  Water  Advisory  Coun¬ 
cil,  National _ 16714 

Effluent  Standards  and  Water 
Quall^  Information  Advisory 

Committee _  27513 

Hazardous  Materials  Advisory 

Ccxnmittee _  19236 

Lake  Michigan  Cooling  Water 

Studies  Panel _  25621 

Municipal  Construction  Division 

Techncial  Advisory  Group _  27293 

Science  Advisory  Board _ 15124 

_  17316, 18835 

State-Federal  FIFRA  Imple¬ 
mentation  Advisory  Commit¬ 
tee  _  20131 

Water  Polluticm  Control  Act; 
Working  Group  on  Implemen¬ 
tation  of  1972  amendments..  21770 
Holse  emissions  standards;  identi¬ 
fication  of  products  as  major 
sources _ 23105 


Pesticide  chemicals  and  food  ad¬ 
ditives;  tcderances,  etc.;  peti¬ 
tions: 

Abbott  Laboratories _ 17314 

Amchem  Products,  Inc _  23365 

American  Cyanamld  Co _ 17314, 

20128,  22166 

Anstil  Co _ 22166 

Avltitd  Corp.,  et  al _  17872 

Chevron  Chemical  Co.  et  al _  18489, 

22879,  25713, 27030 

Clba-Geigy  Corp _  23366 

Dow  Chonlcal _  25621 

ICI  United  States  Inc.  et  al _ 20129 

Interior  Department _  25081 

3M  Co _ 24552 

Mobay  Chemical  Corp.  et  al _  25081, 

25713 

Monsanto  Co _  20850 

PennwaltOoip _  17314,23366 

Rohm  Ic  Hass  Co..  17315, 24553, 27030 

Sandoz-Wander,  Inc.  et  al _  17872 

UpJ(^  Co _  24553,25624 

Zoecon  Corp _  26060 

Pesticide  enforcement  policy  state¬ 
ments: 


Page 

Pesticides  registered  at  less  than 


label  dosage  rate _  19529 

Procedures _  19526 

Pesticide  programs,  notification  of 
foreign  governments  of  pesti¬ 
cide  actions _  20887 

Pesticide  registration  applica¬ 
tions  _  14979, 

15124,  15439,  15931,  16236,  16237, 
16238,  16873,  16874,  17196,  17872, 
17874,  18031,  18032,  18587,  19530, 
19677,  19878,  19879,  20126,  20127, 
20341,  20850,  20851,  20986,  21514, 


21515,  22168,  22300,  22584,  22585, 
22876,  23113,  23114,  23788,  23789, 
23923,  24233,  25621,  26304,  26580, 
26729,  27073 

Aldrin,  Dieldrin;  existing 

stocks _  24232 

DDT,  product  containing;  rabid 

bat  control _  22167,22168,27292 

Heptachlor  and  chlordane;  in¬ 
trastate  commerce  shipment 

denial _  22587 

Pesticides,  specific  exemptions  and 
experimental  use  permits: 
Agriculture  Department,  micro¬ 
bial  Insecticide  Nosema  Lo- 
custate  in  or  on  rangeland 


grass  or  hay _  27072 

Joyce  Environmental  Consul¬ 
tants.  Inc.;  Diquat  Cation  on 

Aslan  giant  duckweed _  24232 

Louisiana;  emergency  use  of 

DDT  on  cotton _  15934 

Massachusetts  Department  of 
Public  Health;  denial  emer¬ 
gency  use  of  DDT  for  rabid 

bat  CMitrol _ 22167 

New  Hampshire  Department  of 
Agriculture  and  Division  of 
Public  Health;  denial  emer¬ 
gency  use  of  DDT  for  rabid 

bat  control _ 22168 

New  Jersey  Department  of  En¬ 
vironmental  Protection;  use 

of  carbofuran  on  potatoes _  18493 

Santa  Clara  County,  Calif., 
Agricultural  Commissioner; 

use  on  asters _  24231 

Texas  A&M  University;  sodium 
cyanide  for  predator  ccmtrol 

Investigation _ 15126 

Waste  treatment,  areawide  man¬ 
agement  planning: 

Agreement  between  EPA  and 
HUD _  22302 


Areas  and  agency  designations.  18216, 
22167,  27513 

Waste  treatment  grants,  munici¬ 
pal,  inquiry  ;  Federal  Water  Pol¬ 
lution  Control  Act;  hearings _  19236, 

23107,  24044 

Water  pollution,  control  of  dis¬ 
charge  of  pollutants: 

Colorado  _ 16713 

Michigan _ 18217 

Minnesota _  15439 

Missouri _ 20164 

New  Hampshire _ 21769 

New  York _  19525 

Texas . .  15439,  23105 

Vermont _  27520 

Virginia _ 20129 

Water  pollution;  effluent  guide¬ 
lines  for  certain  point  source 
categories: 

Inorganic  chemicals  manufac¬ 
turing  _  18217 

Steam  electric  power;  availabil¬ 
ity  of  report _  15952 


Water  pollution;  ocean  dumping; 
application  for  permit  to  incin¬ 
erate  herbicide  orange  at  sea; 

hearing  _  16237 

Water  quahty,  safe  drinking 
water;  intended  determination; 
Nassau  and  Suffolk  Counties, 

Long  Island.  N.Y _ 25082 

ENVIRONMENTAL  QUALITY,  CITIZENS' 
ADVISORY  COMMITTEE  ON 
Notices 

Meeting _ 18833 


ENVIRONMENTAL  QUALITY  COUNCIL 
Notices 

Environmental  statements: 

Actions  requiring  preparation..  16364, 
19235,  21513,  25248 

Availability _ 15121, 

16360,  17312,  18213, 18740,  19233, 
20338,  21513,  22582,  23518,  24381, 
25249,  26056,  27290 

EQUAL  EMPLOYMENT  OPPORTUNITY 
COMMISSION 
Rules 

Procedural  regulations,  case  proc¬ 
essing  _  16193 

Records  and  reports,  public  and 
private  institutions  of  higher 
education;  staff  report  forms..  25188 
EXECUTIVE  OFFICE  OF  THE  PRESIDENT 
See  Central  Intelligence  Agency. 
Environmental  Quality  Council. 
Management  and  Budget  Office. 
Special  Action  Office  for  Drug  Abuse 
Prevention. 

Special  Representative  for  Trade  Ne¬ 
gotiations  Office. 

Telecommunications  Policy  Office. 
Rules 

Conduct  standards  and  public  in¬ 


formation,  provisions  of  Admin¬ 
istrative  Procedures  Act;  chap¬ 
ter  redesignations _  24993 

FARM  CREDIT  ADMINISTRATION 
Rules 

I'arm  credit  system;  organization. 

personnel,  etc _  17744 

Freedom  of  informati<Mi;  avail¬ 
ability  of  records _  14571 

Proposed  Rules 

Farm  credit  institutions;  person¬ 
nel  administration _  25474 


Notices 

Authority  delegations;  Secre¬ 
tary  to  Governor,  Legislative 
Research  Assistant,  and  Sec¬ 
retary;  authenticate  docu¬ 
ments,  certify  official  records, 
and  affix  seal _  19873 

FARMERS  HOME  ADMINISTRATION 
Rules 

Account  servicing,  routine;  trans¬ 
fer  of  security  and  assumption 
of  loans,  commimlty  programs.  23285 
Applications,  receiving  and  proc¬ 
essing;  settlement  cost  booklet, 
disclosure  of  information  to 


buyers,  etc _  26257 

Business  and  industrial  locuis; 
guaranteed: 

Ineligible  purposes _  22824,  27476 

Interest  rate  to  borrower _  22536 

Pollution  abatement  and  con¬ 
trol  facilities .  27476 

Taxable  bond  Issues _ 21700 
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Pnge 

Federal  Deposit  Insurance  Corpor¬ 
ation  coverage;  Increase  in  su¬ 
pervised  bank  accounts _  16333 

Freedom  of  information _  21696,  27475 

Real  estate  loans  and  grants; 

Community  domestic  waste  and 

water  dlspossd  systems -  27475 

Electric  and  telephone  systems, 
facility  loans  for  rural  com¬ 
munities  with  populations  be¬ 
tween  1,600  and  10,000 _ 21517 

Rural  housing  loans;  rental  pol¬ 
icies;  interest  crests,  etc - 21024 

Real  estate  security;  servicing  and 

liquidations,  loans _  15065 

Title  clearance  and  loan  closing; 
disclosure/settlement  state¬ 
ments  form  use;  request  for 

comments  _  26257 

Truth  -  in  -  lending;  disclosure 
statements  and  right  to  rescind, 
under  Real  Estate  Settlement 
Pinjcedures  Act _ _ 26258 


Proposed  Rules 

Business  and  industrial  loans, 
guaranteed:  Ineligible  purposes.  15405 
Real  estate  loans  and  grants,  as¬ 
sociations: 

Community  facilities  develop¬ 
ment,  conservation,  utiliza¬ 
tion;  processing  and  audit  re¬ 


quirements  _  14776 

Community  facility  loans;  secu¬ 
rity  desi^  determination _  20284 

Operating  loans;  youth  loans; 
eligibility  and  security  re¬ 
quirements  _  24204 


Notices 


Disaster  areas: 

Alabama . . . 19027,  20117 

Arkansas _  15416, 16705, 16863 

Colorado _  16705 

Florida . 22158 

Georgia _  14619, 15416,  22855, 24037 

Idaho . . 22159 

Dlinois . 18821,  20117 

Indiana _ 19509,  22855 

Iowa . . 18822,  19509 

Kansas _  14619,  18822,  22159 

Kentucky _  20836 

Louisiana  ..  15107,  15108,  22159,  25697 

Michigan . 18822,  22159,  25835 

Minnesota  —  18823, 20117,  20836,  25609 

Mississippi  _ 15416, 

16863,  19510,  20836 
Missouri . 15417, 


16705.  18323,  19027,  20836.  25242, 
25610 


Nebraska  .  14619,  15417,  19028 

New  Mexico _  16863,  22159,  22855 

North  Carolina _  14619,  20837 

North  Dakota _ 19510 

Pennsylvania  _ 22160 

South  Dakota _  14620, 

20837, 22160,  24037,  25697 

Tennessee  _  19027 

Texas _  14620, 

15417,  16705,  16863,  19510,  20837, 
22856,  25610 

Wisconsin _ 15108, 

15417,  15418,  16864,  20117,  20118, 
20837,  22856,  24037 
Interest  rates;  Insured  business 
and  Industrial  loans _ 21745 


FEDERAL  AVIATION  ADMINISTRATION 


Rules 


Page 


Air  taxi  operations  with  large 
aircraft;  rescission  of  certain 

equipment  requirements _ 21704 

Air  tralHc  control  transponder 
equipment: 

Deviation  authority:  automatic 

pressure  altitude  reporting _  27015 

Terminal  control  areas.  Group 

II  requh-ements _  16651 

Airworthiness  directives: 

AiResearch.  18163,  20268,  22126,  23722 

Avco  Lycoming _  24355 

Balloon  Loft  and  Balloon 

Works _  23990 

Beech _ _  16297, 

16831,  18544,  22124,  23456.  25584, 
25672,  27227 

Bell _ 17832 

Bellanca _  17138.  21471,  26018 

Boeing _  15085, 15866,  17006,  17139 

British  Aii'craft  Corp _ 24176 

Caiiadair _  14739,  23456 

Cessna _  17248,  20951,  22249 

Collins  _ 24177 

DeHavilland _  14740 

Don  Piccard  Balloons _  17832 

Douglas _  14891,  22825, 25673 

Fairchild  Hiller. . . .  20816 

Funk  McClish _  23722 

Grmnman _  17348,  21704 

Handley  Page _  19443 

Hartzell _  22538 

Hawker  Siddeley . . 23843 

HiUer  . 19194 

Hughes . .  16189,  18413,  19808 

Lockheed _  14892, 

16189,  16297,  16298,  16832,  17833, 
18413,  19193,  20816,  22826,  24177, 
24996 

Lycoming -  15384,  17833 

Maule _ 21026 

McCauley _ 24178 

McDonnell  Douglas _  14892, 

16190,  17834,  22125,  22538,  23722, 
23723,  27439 

Mcsoerschmitt _  26017,  26018 

Mooney _  17835 

Piper -  14740, 

15085,  17835,  20068,  20816,  23723 

Pixitt  &  Wliitney _  26503 

Rockwell  International  Corp _  15085, 

15086,  16299,  23721,  24178 

Rolls  Royce - 16190 

Semco _ 21026 

Sikorsky  _  15384, 

16191,  22249,  22538,  23069,  24355, 
25203 

Teledyne  Continental _  17348 

United  Aircraft  of  Canada _  17835, 

20817 

Vertol .  15086 

Certification  and  <H>erations;  w'ea- 

pons  and  escorted  persons _  17551, 

25801 

Control  zones _  14740, 

14741,  16651,  17140,  17836.  17986, 
18164,  20952,  21472,  22126,  22127. 
22249,  22250,  23274,  23990,  24179, 
24721,  24996,  25203 
Ground  proximity  warning  sys¬ 
tems: 

Technical  performance  and  en¬ 
vironmental  standards _  19637 
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Technical  standard  order  au¬ 
thorizations  _  19638 

Hazardous  materials,  transporta¬ 
tion  of;  inspection  requirements 
and  radiation  monitoring;  ex¬ 
tension  of  compliance  date _  26673 

IFR  altitudes _  22238 

Jet  routes _  23724. 

25204,  25441,  25442,  26020,  26023, 
27015 

Radioactive  materials;  carriage  on 

passenger-carrying  aircraft _ 17142 

Restricted  areas _  17549, 

17550,  18978,  23457,  23458,  25204. 
25442,  26260,  27015,  27227,  27440 
Standard  Instrument  approach 

procedures _  14893, 

16300,  17140,  18164,  18978,  20069, 
21026,  22827,  23843,  24181,  24997, 
2C022,  27016 

Terminal  control  area _  16050. 

18414,  20269,  24180 
Transition  areas _  14741, 


15086,  15385,  15867,  16088,  16089, 
16299,  16651,  16832,  17006,  17139, 
17140,  17248,  17249,  17836,  17986, 
18164,  18549,  18977,  19809,  20068. 
20069,  20269,  20612,  21484,  21485, 
21931,  22127,  22249,  22250,  22539, 
23724,  23990,  24180,  24181,  24355. 
24518,  24720,  24721,  24895,  24996, 
24997,  25585,  25673,  26019,  26020, 
26021,  26022,  26504,  26673,  27440 

VOR  Federal  airways _ 16217, 

16650,  16651,  17549,  17837,  18414. 
18549,  19444,  19809,  20068,  23457,' 
23724,  24181,  25204,  25441,  25673, 
26504 

Proposed  Rules 


Airport  traffic  areas,  special: 

Dallas-Fort  Worth  Regional 
Airport;  control  zones  within 

VFR  weather  minimums _  26260 

Ketchikan  International  Air¬ 
port,  Alaska _  25028 

Sabre  Army  Heliport:  Clarks¬ 
burg,  Tenn.;  designation _  25219 

Airworthiness  directives: 

AiResearch _  25027 

Avco  Lycoming _  24364 

Beech _ 18562,26541 

Boemg _  22271, 

22554,  23764,  24363,  24914 

Gates  Learjet _  16854 

Litton  Systems,  Inc _  20289 

Mooney _  26542 

Patten/Pan  Avion _  25479 

Pratt  &  Whitney..  17852, 20289, 25641 
Airworthiness  review  program; 

Airframe  and  crashworthiness 

certification  standards _  24892 

Certification  of  aircraft;  flight, 

duties  of  holders _  24664 

Equipment  deviation  list;  type 
certification  standards  for  air¬ 
craft  with  missing  and  inop¬ 
erable  equipment _  22110 

Equipment  and  systems _  23048 

Powerplant  proposals;  defini¬ 
tions,  etc _ 21866 

Transport  category  airplanes; 
correction  _  23764 
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FEDERAL  AVIATION  ADMINISTRATION— 
ContinufKl 

Proposed  Rules — Continued 
Certification  and  operations;  large 
turbine-powered  airplane;  in¬ 
stallation  of  approved  glide  slope 
deviation  monitoring  system —  17156 
Certification;  status  of  FAA  pilots 
and  applicants  during  fiight 

tests _  22271 

Control  areas _  20825,  23474, 27042 

Control  zones _  15399, 

17264,  20290,  22272,  22556,  24019, 
24365,  26044,  26684,  26685 
Fire  hazard;  transport  category 
airplanes;  smoke  emission  from 
compartment  interior  materials; 

extension  of  time _  15093, 21485 

Fueling  of  aircraft;  color-coded 

filler  openings _  22554, 23474 

IFR  altitudes _ 16347 

Jet  routes -  14781, 

19834,  21986,  22553,  23475,  24914 
Op>eration  at  airports  without  con- 
tr(d  towers,  traflQc  patterns; 

withdrawal  of  amendment -  26043 

Procedures,  petitions  for  exemp¬ 
tions  of  rulemaking -  23897 

Restricted  areas -  15907, 

20825, 25688,  26277 
Runway  markers,  distance-to-go 

boards;  Installation,  inquiry _  20289 

Terminal  control  area -  20826, 

21740, 24364 

Transition  areas _  14780, 

'  14781,  15094,  15399,  15400,  15907, 

16345,  16346,  16854,  17264,  17265, 
17596,  17853,  18001,  18176,  19019, 
19020,  19484,  19485,  20107,  20290, 
20291,  20292,  20293,  20955,  21740, 
22272,  22556,  22557,  23084,  23310, 
23765,  23766,  24019,  24204,  24365, 
25027,,  25028,  25218,  25480,  26510, 
25687,  26043,  26044,  26045,  25642, 
26543,  26684,  27042,  27244 

VOR  Federal  airways _  16089, 

16217,  19834,  20640,  20956,  23475, 
24915 


Notices 

Advisory  circular  checklist  and 
status  of  Federal  Aviation  regu¬ 
lations  _  27172 

Air  trafllc  control  towers;  commis¬ 
sioning: 

Galesburg,  Ill _  23514 

Lebanon,  N,H _  15929 

Air  transportation  security  field 
ofSce;  Cleveland,  Ohio,  consoli¬ 
dation  _  24766 

Aviation  District  Office;  Dallas, 

Tex.,  change  of  location _  26054 

Aviation  Safety  Reporting  Pro¬ 
gram;  establishment _  17775 

Committee  establishment;  South¬ 
ern  Region  Air  Traffic  Control 

Advisory  Committee _  23514 

Environmental  statement;  Con¬ 
corde  supersonic  transport 

(SST)  aircraft . . 15119 

Meetings: 

Air  Ambulance  Standards 

Working  Group _  25081 

Aviation  Review  Conference _ 16710 


Pag© 

Microwave  Landing  System  Ad¬ 
visory  Committee _  14791 

Navigation  System  Accuracy, 

Working  Group _  20337 

Terminal  Instrument  Proce¬ 
dures  (TERPs)  Working 

Groups _  22297,  24549 

Visual  Aids  to  Approach  and 
Landing,  Advisory  Commit¬ 
tee  _  17194 

Noise  control:  civil  supersonic  air¬ 
planes,  standards  from  EPA ; 

hearings _  19034 

Operations  review  program _  24041 

VFR  Flight  plan  service,  elimina¬ 
tion;  inquiry _  23358,  24041 


FEDERAL  BUREAU  OF  INVESTIGATION 

Notices 

Computerized  missing  person  file; 
establishment;  National  Crime 
Information  Center _  22279 

Meeting;  National  Crime  Infor¬ 
mation  Center  Advisory  Policy 
Board . . .  20677 

FEDERAL  COMMUNICATIONS 
COMMISSION 

Rules 


Amateur  radio  service : 

Conunemorative,  special  event 
station  license;  establish¬ 
ment  _  17755 

Repeater  stations;  automatic 

control _  26524 

Repeater  stations;  permission 

to  link- _ _ 24737 

Aviation  services: 

Aeronautical  navigation  aids; 

station  identification _  25461 

Airdome  control  stations _ 21732 

International  radio  regulations, 

frequency  allocations _  25214 

Radioteleprinter  service  for  Civil 
Air  Patrol;  frequencies  avail¬ 
able  . - .  19649 

Cable  television: 

Cross-ownership  Interests;  post¬ 
ponement  of  divestiture  re¬ 
quirement  _  27462 

Network  program  exclusivity 

nonduplication  protection _  17724 

Record  maintenance  and  pub¬ 
lic  inspection  of  files _  25022 

Sponsorship  Identification _  18395 

Subscription  cablecasting;  pro¬ 
grams  for  which  per-channel 
or  per-program  charge  is 

made _  15546 

Domestic  public  radio  services; 

applications,  processing.  24004,  26677 
Experimental  broadcast  service: 

Antenna  structures _  25461 

UHF  television  stations;  trans¬ 
lator  signal  boosters _  25022 

FM  broadcast  stations;  table  of  as¬ 
signments: 

Arizona _  18401,  18402 

California . . 15886, 

16680, 17260,  24733 

Georgia  and  Florida _  15887 

Idaho  . .  16667 

Indiana . .  19199, 19644 

Louisiana _  19644 

Maine . .  15886 


Massachusetts  _ 

Missouri _  17026, 

North  Carolina _ 

Ohio _ _ _ 

Oklahoma  et  al _ 

Pennsylvania _  15882, 19199, 

South  Carolina _ 

Tennessee  _ 

Texas _  15889, 

Wisconsin _ 

Fee  schedules;  broadcast  or  com¬ 
mon  carrier _  16398, 

Industrial  radio  service,  oil  spill 
cleanup  operations;  frequency 

allocation _  24735, 

Land  mobile  channel  allocations; 

correction  _ 

Maritime  services,  land  and  ship¬ 
board  stations : 

Auto  alarm  receiver  timing 

tolerances _ 

21878, 

Great  Lakes  Radio  Agree¬ 
ment  __  19646,  21031,  21474, 
Microwave  radio  service,  private 

operational-fixed _  20918, 

Organization  and  functions: 

Chief,  Cable  Television  Bu- 
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18402 

19199 

15882 

23863 

19199 

21732 

15888 

27461 

21030 

17260 

17146 


reau . 
Chief, 
reau 
Chief, 


Common  Carrier  Bu- 


Field  Operations  Bu¬ 
reau  _  17252, 

Information,  copies  of  materials 
available  for  inspection;  iden¬ 
tification  of  contractor _ 

Practice  and  procedure: 

Plan  and  Policy  Office  Chief  et 
al.;  listing  as  decision  making 
personnel  in  Commission  pro¬ 
ceedings  _ 

Pleadings  and  documents, 

specifications  _ 

Television  sponsorship  and  com¬ 
mercial  content,  children’s; 

memorandum _ 

Forestry  conservation  radio 

service;  definition _ 

Medical  paging _  20822, 

Tone  and  impulse  signaling _ 


26991 

17130 

19634, 

23281 

25456 

26677 

26521 

14764 

25676 

18395 


21958 

19198 

24003 

26521 

26677 

21733, 

27462 


Radio  broadcast  services: 

See  also  FM  broadcast  sta¬ 
tions;  Television. 

Editorial  changes _  15883 

FM  broadcast  stations;  table  of 
assignments.  See  under  FM 
broadcast  stations,  above. 

Frequency  regulation,  remote 

control  operation,  etc _  25457 

Multiple  ownership,  standard; 

FM  and  television  station _  24729 

Puerto  Rico,  dual-language 

TV/FM  programming _  17256 

Sponsorship  identification  rules.  18395 
Subscription  cablecasting,  pro¬ 
grams  for  which  per-channel 
or  per-program  charge  is 

made  _  15546 

Radio  frequency  devices: 

Equipment  authorization  pro¬ 
cedures  _  15091,  21030 

Identification  required  for 

marked  devices _  24524 

Television  tuning  rules,  com¬ 
parable;  waiver _  15881 
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Safety  and  special  radio  services: 

See  Amateur  radio  services; 
Maritime  radio  services;  Pub¬ 
lic  safety  radio  services. 

Television,  prime  time;  access, 
operation _  22836 


Proposed  Rules 


Accounts,  imiform  system;  tele¬ 
phone  companies  class  A,  B.  and 

C;  income  tax  differentials -  24743 

Advertising  rates;  Joint  sales  prac¬ 
tices,  extension  of  time -  20651 

Amateur  radio  service;  operator 
classes,  privileges  and  require¬ 
ments;  extension  of  time -  26048 

Aviation  services: 

Aeronautical  emergency  com¬ 
munications  requirements —  26561 


Airport  lights,  radio  control 


from  aircraft _  17271 

Cable  television: 

Channel  capacity  and  access 
channel  requirements -  27250 


Cross-ownership  prohibition; 

postponement  of  divestiture.  16684 
Leaixfrogglng  provision;  selec¬ 
tion  of  television  signals  for 

carriage _  23316 

Major  market  systems;  mini¬ 
mum  channel  capacity,  ac¬ 
cess;  compliance  date;  exten¬ 
sion  ol  time _  16683,  20108 

Multiple  and  cross-ownership _  26551 

Network  program  exclusivity 

protection _  17270,  20653 

Relay  service  application,  au¬ 
thorization  form  (CARS) _  27051 

Signal  strength  contours -  27257 

Subscription  cablecasting;  series 

type  programs _  15574 

Sjmdlcs^ed  program  exclusivity 

protection,  exemption _  23318 

Domestic  public  radio  services;  ap¬ 
plication  processing,  etc _  24021 

Ejmerlmental,  broadcast  services; 

TV  and  FM  translators,  and  FM 
boosters,  station  records -  24901 


FM  broadcast  stations;  table  of 
assignments: 

Alabama  _ 19218 

Arizona  _  24748 

Arkansas  and  Missoiurl -  18452, 

26560, 26561 

California  _ 17269, 

18466,  21742,  22002,  24752 

Colorado _  18464 

Florida _  17598,  21742,  23475,  24031 

Oeorgla  _  24751 

Iowa,  et  al _  16680 

Iowa  and  Nebraska _ _ _  16682 

Louisiana _  14943 

Maine _  24753 

Michigan _  18464,  26046 

Missouri..  14946,  18452,  22847,  26522 

New  York _  14944 

Ohio,  et  al _ _  17042 

Oklahoma _  18461 

Oregon _  14945,  22003 

Pennsylvania  and  West  Virgin¬ 
ia  _  21741,  23768 

South  Carolina _  15908 

South  Dakota _  17042,  23768 

Tennessee _  22002 

Virginia  et  al _ 17270, 22273, 23477 

Washington _  18463 
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West  Virginia . . 17270, 

21741,  22005,  23768 

Wisconsin _ 18462,  20651 

Wyoming _  15907 

FM  broadcast  stations,  multiple 

and  cross-ownership _  26551 

Frequency  assignments;  local 
government  radio  service; 
transmission  of  information  to 

traveling  public _  25601 

Industrial  radio  service;  oil  spill 

cleanup;  frequency  allocation _  24754 

Maritime  stations: 

Frequency  designations;  Ports 
of  New  York  and  New  Or¬ 
leans  _  18465 

Radiotelephone  services;  fre¬ 
quency  assignments _  19838 

Search  and  rescue  communica¬ 
tions,  non-Oovemment  ship 
stations;  termination  of  pro¬ 
ceeding  _  26702 

Practice  and  procedure: 

Broadcast  licensees:  reporting 
and  disclosure  of  corporate 

ownership _  26543 

Broadcast  licensees  and  public, 
agreements;  policy statCTient.  25689 
Broadcast  station  license;  re¬ 
newal  form _  16968,  24540 

Community  problems,  ascertain¬ 
ment  by  broadcast  applicants.  22092 
Telephone  companies  and  tele¬ 
graph  carriers  ownership;  em- 

nual  report  forms _  26557 

Radio  broadcast  services: 

See  also  FM  broadcast  stations; 

Television  broadcast  stations. 

AM  station  assignment  stand¬ 
ards;  extension  of  time _  15908 

Audience  ratings,  distortion; 

prohibition _  26698 

Billing  practices,  fraudulent; 

prohibition _  26695 

Contest  practices _  26692 

FM  broadcast  stations;  table  of 
assignments.  See  under  FM 
broadcast  stations,  above 

Multiple  and  cross-ownership _  26551 

New  Jersey,  adequate  television 
service  for;  extension  of  time.  14947, 


20107 

Television  broadcast  stations, 
identification  patterns  in  vis¬ 
ual  transmissions _  26047 

Radio  frequency  devices;  bio-med¬ 
ical  telemetry  equipment  design 
standards;  emergency  service; 

inquiry _  24742 

Safety  and  special  radio  services: 

See  also  FM  broadcast  stations. 

Local  government  radio  service: 

Call  box  systems,  extentlon  of 

time _  27491 

Information  to  travelers _  25601 

Police  and  emergency  frequen¬ 
cies;  UHF  band _  23319 

Station  transmissions  S3rstem. 
automatic  identification;  ex¬ 
tension  of  time _  22843 

Telephone  network;  registration 
of  equipment  connected  Inter¬ 
state  and  foreign  message  toll 
telephones  service  (MTS)  and 
wide  area  telephone  service 


(WATS) .  23879, 27491 


Television  broadcast  stations; 

Multiple  and  cross-ownKship- .  26551 
Table  of  assignments,  VHF,  ad¬ 
dition  of  new  stations  to  in¬ 
sure  diversity _  17321,  24540 

Notices 

AM  construction  permit  forms -  24052 

Aquarliun  thermostats.  Interfer¬ 
ence  sources _  18497 

Broadcast  stations: 

Automatic  transmission  sys¬ 
tems  _  17317 

Construction  permits;  applica¬ 
tion  Instructions _  23925 

Ownership  Inquiry,  termination 

of  proceeding _  26586 

Cable  television: 

Certificates  of  compliance;  ap¬ 
plicants  full  dlsclosiure  of  in¬ 
tentions  _  19600 

Network  simultaneous  nondupli¬ 
cation  protection  In  Mountain 
Time  Zone;  policy  statement-  26734 
Relay  service;  application  file 

numbers _ 23925 

Canadian  broadcast  stations _  15953, 

23366,  25507 

Citizens  radio  equipment  manu¬ 
facturers  and  distributors; 

meeting _  25713 

Citizens  radio  service,  voice  oper¬ 
ated  relay;  Class  D  stations  con¬ 
ditions  _  19685 

Committee  establishments: 

Aeronautics  Radio  Technical 
Commission;  Special  Omn- 

mittee  130 _  14805,  22879 

Common  Carrier  Bureau,  working 

groups  reports  availability _  22880 

Common  carrier  services;  domes¬ 
tic  public  radio  services: 
Information;  sq>plications  ac¬ 
cepted  for  filing _ 14801, 

15126,  16716,  17319,  18494,  19680, 
20676,  22028,  22881,  24045.  25086, 
25513,  26582,  27520 
Microwave,  point  -  to  -  point; 
policy  and  procedmes  for  con¬ 


sideration  of  applications....  21770 
Committees: 

World  Administrative  Radio 
Conference  Preparatory  Ad¬ 
visory  Committees,  estaUlsh- 

ment _  22305 

Equipment  certification  activity; 
location  change  to  Laboratory 

Division  _  23925 

Intergovernmental  Maritime  Con¬ 
sultative  Organization _  26581, 


26782,  27293 


Land  mobile  channel  allocations; 
trunked  and  conventional  com¬ 
munications  ssrstems.  filing  ap¬ 
plications  _  26061 

Land  mobile  radio  service,  filing  of 

tariffs;  policy  statement _  23791 

Maritime  distress  frequency 
watch;  Great  Lakes  Agree¬ 
ment: 

Radio  stations,  waiver  for _  19684 

Vessels,  installation  in;  enforce¬ 
ment  grace  period _  22303 

Medical  services  radio  systems; 
multi-channd  equipment  capa- 
blUty  . . 25512 
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Meetings: 

Aeronautics  Radio  Technical 

Commission _  14805, 

14806,  15953,  16111,  17321,  19682, 
20853,  20854,  22305,  23367,  24554 
Interface  Criteria  Task  Force—  17074, 

17321 

Marine  Services,  Radio  Techni¬ 


cal  Commission _ 16111, 

18946,  23521,  24555 
PBX  Technical  Standards  Sub¬ 
committee  _  23791 

Private  Land  Mobile  Radio 
Services  Working  Group™  23790 
Mexican  broadcast  station  notifi¬ 
cation  list _  14634 

Satellite  earth  station,  domestic; 
construction  permit  applica¬ 
tions  _  22880 

Sponsorship  identification;  inter¬ 
pretation  _  18497 


Standard  broadcast  applications 
ready  and  available  for  proc¬ 
essing  _  16111,  16717,  25089,  26062 

Television  broadcast  stations; 
table  of  assignments : 


Ohio;  correction -  24525 

VHP  stations;  inquiry _  17321,  24540 

Television  prime  time;  access 
rule: 

Hearst  Corp.,  off-network  provi¬ 
sions  waiver _ 20131 

StaJf  instriKtion  by  Commis¬ 
sion  _  20131 

Television  programming  exclusiv¬ 
ity;  Inquiry _  15576 

Television,  UHP;  eflSclent  use 
spectrum  allocation,  taboo 

table;  inquiry _  23925 

Wireline  telephone  companies  and 
Radio  common  carriers;  inter¬ 
connection;  meetings _  24555 

World  Administrative  Radio  Con¬ 
ference,  1977;  Inquiry _  20673 

World  Administrative  Radio  Con¬ 


ference;  working  groups,  etc.  16717, 
17325,  18494,  21771,  22880,  24554, 
25089 

Hearings,  etc.: 

Airsignal  International  of  Pitts¬ 


burgh  _  16715 

Alexander  City  Broadcasting, 

Inc„  et  a] _ 21064 

American  Tdephone  it  Tele- 

gitq?h  Oo.  et  al _  14980, 

17781,  21770,  24553,  25082,  25508 
Belo  Broadcasting  Corp.  et  al..  14980, 

19679 

Berlin  Communications,  Inc _ 21065 

Cable  TV,  Inc _  14983 

Calamount  Broadcasters,  Inc. 

et  al _  15953 

Camellia  City  Telecasters, 

Inc _  17781 

Communications  Satellite  Corp.  19682 

Cooper,  hee  J.,  et  al _  26061 

Cosmopolitan  Enterprises,  Inc.  25088 
Davis  Broadcasting  Co.,  Inc., 


Defense  Department,  et  al _  14985 

Empire  Broadcasting  Corp.  et  al  17781 
General  Telephone  Co.  of  I7or- 

ida,  et  al„. .  20667 
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Gilbert  Broadcasting  Corp.  et  al  18495 

HemphUl,  E.  W.,  et  al. . .  15954 

Houston  Mobilfone,  Inc.,  et  al—  17782 

Humboldt  Bay  Video  Co _  20667 

Inland  Radio,  Inc.,  et  al _ 21065 

International  Record  Car¬ 
riers  _ _  20853,  26733 

KSIG  Broadcasting  Co.,  et  al-.  21066 
Kennebec  Western  Broadcasting 

Co.,  et  al _  15954 

Lowe  Aviation  Co.,  Inc.,  et  al _  25514 

Maranatha,  Inc.,  et  al _  14803 

Miner,  Julie  P.,  et  al _  18497,  24047 

Mobile,  George  T.,  et  al _  14802 

Morro  Bay  Investment  Corp., 


New  South  Radio,  Inc _  22030 

Oil  Shale  Broadcasting  Co. 

(KWSR)  — . 22303 

Owens,  Dale  A.  and  Clay  Frank 

Huntington _  20668 

Pioneer  Broadcasting  Co.,  et  al-  21771 

Radio  Marion,  Inc _  14986 

Rust  Communications  Group, 

Inc  . 19682,22882 

Selma  Flying  Service,  Inc _  14993 

Sharp,  Harold  James,  et  al _  26585 

Tankersley,  William  Y.  and 
Frank  A.  Del  Vecchio  d/b/a 

New  Deal  Broadcasting  Co _  20671 

Teleprompter  Cable  Systems, 

Inc.,  et  al _  14804 

Thoms  Broadcasting  Co.’s,  Inc. 

et  al- . 17071 

Town  &  Country  Radio,  Inc.,  et 

al _  15956,  24048,  26585 

Upper  Rock  Island  County 

Holding  Co.  et  al -  22037 

Vegas  Instant  Page  et  al _  24051 

Western  Tele -Communications, 

Inc  . 25515 

White  Mountain  Broadcasting 

Co.,  Inc _ 21772 

Zitter,  Robert  M.  et  al _ 21772 


FEDERAL  CONTRACT  COMPLIANCE 


OFFICE 

Rules 

State  and  local  requirements; 

San  FTancisco  plan;  extension 
of  time . . 19827 

Proposed  Rules 

Equal  employment;  bid  conditions 
for  Federal  and  federally  as¬ 
sisted  (xmstruction _  14953 

Nondiscrimination;  affected  class 
and  back  pay  guidelines;  exten¬ 
sion  of  time _ 23127 


FEDERAL  COUNCIL  ON  AGING 

See  Aging,  Federal  Council  on. 

FEDERAL  COUNCIL  FOR  SCIENCE 
AND  TECHNOLOGY 

Notices 

Meetings;  Astronomy,  Ad  Hoc  In¬ 
teragency  Coordinating  Com¬ 
mittee  for _  18589 

FEDERAL  CROP  INSURANCE 
CORPORATION 

Rules 

Crop  Insurance,  designated  coun¬ 


ties  In  certain  States: 

Citrus;  Florida _  15905 

Com,  soybeans;  Indiana _  15905 

Barley;  Wyoming _  23435 
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Oranges;  California _  23435 

Sugar  b^ts;  California _  22823 

Sugarcane  endorsement,  1976 

crop  year _  25434 

Freedom  of  hiformation _  24993,  26257 

Proposed  Rules 

Crop  insurance;  designated  coun¬ 
ties  in  certain  States : 

Barley,  Wyoming _  14777 

Sugar  beets;  all  States  except 

California  _  22270 

Notices 


Crop  applications  1975;  exten¬ 
sion  of  closing  date; 

Tobacco  (type  13),  North  Caro¬ 
lina  . . —  15923 

Tobacco  (tjrpes  13  and  14) ;  Fla. 
et  al _ _  15923 

FEDERAL  DEPOSIT  INSURANCE 
CORPORATION 
Rules 

Flood  hazard  areas,  special; 


loans _  25440 

Interest  on  deposits; 

Elimination  of  penalty  provi¬ 
sions  for  withdrawal  of  time 
deposits  before  maturity  upon 

death  of  depositor _  23274 

Restrictions  on  NOW  accounts 

of  public  units _ 17137 

Records  and  information;  proce¬ 
dure  and  rules  of  practice;  au¬ 
thority  delegations _  17004 


Proposed  Rules 
Interest  on  deposits: 

Savings  deposits,  preauthorized 
payments  or  transfers  from-.  16219 
Savings  deposits  by  profit-making 


organizations  _  24918 

Time  deposits,  penalties  for  with¬ 
drawal  before  maturity _ 16219 


Securities  of  Insured  State  non¬ 
member  banks;  correction _  14947 

Notices 

Freedom  of  Information;  quar¬ 
terly  Index,  determination  of 
Impracticability  of  publication-  26734 

Reports,  calls  for;  condition  of  In¬ 
sured  banks _  17875 

Savings  deposits;  withdrawal  by 
telephone _  16239 

FEDERAL  DISASTER  ASSISTANCE 
ADMINISTRATION 

Rules 

Disaster  Relief  Act  of  1974;  stand¬ 
ards  and  procedures _  23252 

Notices 

Disaster  areas: 

Alabama _ 19033,20124 

Arkansas _  16231, 25244 

Georgia  _  15427 

Kentucky _  15428, 

16709,  17624,  19519,  23780,  24549, 
26302. 

Louisiana _  17624, 25080 

Michigan _ 19519 

Mississippi  .  16709,17062 

Missouri _  20847 

Nebraska  . . 21062 

North  Dakota _  23780,27506 

Tennessee  _ 14969, 

15428, 16232, 16710,  20124 
Texas  _  16232 


FEDERAL  ELECTION  COMMISSION 
Rules 

Federal  Election  Campaign  Act: 

intei*im  guidelines;  reports - 23832, 

25440 

Multi-candidate  committees;  In¬ 
terim  guidelines,  deadline  for 
filing  reports -  26991 

Proposed  Rules 

Federal  Election  Campaign  Act; 
implementation _  23833 

Notices 

Advisory  opinion  requests _  26660 

Transfer  of  authority _ 17198, 

20131,  20854 

FEDERAL  ENERGY  ADMINISTRATION 
Rules 

Administrative  procedures  and 
sanctions;  disallowance  order 

notices _  26680 

Allocation  and  price  rules,  gen¬ 
eral;  stripper  well  lease  ex¬ 
emption  _  22123,24517 

Energy  Supply  and  Environmental 
Coordination  Act,  implemen¬ 
tation;  powerplants  and  coal 

utilization  _  20462 

Information;  energy,  authorized 

collection;  procedures _  18408 

Mandatory  petroleum  allocation 
regiilations; 

Old  oil  allocation  program,  in¬ 
clusion  of  Canadian  plant 
condensate  in  crude  oil  rules-  14738 
Old  oil  allocation  program, 
revocation  of  certain  ex¬ 
emptions  _  20941 

Hearing  cancelled _  23895 

Propane  and  butane  for  refinery 
fuel;  limitation  on  use  of--  18543 
Record  keeping  requirements; 

suppliers  use  of  forms _ 24176 

Mandatoiy  petroleum  price  regu¬ 
lations; 

Gasoline,  markup  on  retail  sales  , 
to  reflect  Increased  non-prod¬ 
uct  costs _  15401, 18467 

Oil  Import  regulations; 

Allocations,  beginning  May  1, 

1975  _ _ _  18766,  21930 

Presidential  Proclamations; 

conforming  amendments _  16047, 

19799, 24718 

’  Refiners  in  U.S.  territories  and 
foreign  trade  zones;  election 

procedure _  18769 

Power  generator  fuel  regulation; 
prohibitions  on  use  of  low  sul¬ 
fur  petroleiun  products  elim¬ 
inated  _  16295 

Rulings; 

Gasoline  retailing;  rental 
charges  for  real  property  used, 

prospective  increases _  17980 

Natural  gas  liquid  products; 
pricing  prior  to  January  1, 

1975  .  23272 

Oil  and  gas  reserves  survey; 

confidential  Information _  19800 

Storage  tank  rentals,  propane; 
denial  for  modifying  prac¬ 
tices  _  19635 
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Proposed  Rules 
Administrative  procedures : 

Air  passenger  transportation 
services:  access  to  refined 
petroleum  products,  hear¬ 
ing  . .  17600, ; 

Consent  orders,  procedures _ 5 

Landed  costs;  orders  of  dis¬ 
allowance  _ ; 

Profit  margin  repurification _ 1 

Purchaser-resellers,  wholesale; 
adjustments  to  base  period—  i 
Coal,  allocation,  procedures  under 
Energy  Supply  and  Environ¬ 
mental  Coordination  Act.  25220, 1 
Environmental  Policy  Act,  Na¬ 
tional;  compliance;  preparation 

of  impact  statements - J 

Mandatory  petroleum  allocation 
regulations: 

Adjustments  to  base  period  vol¬ 
ume  based  on  changed  cir¬ 
cumstances;  exception  relief 
to  certain  wholesale  pur¬ 
chasers  in  Mont.,  Wyo.,  etc — 
Crude  oil;  cost  adjustments, 

hearing _ 

Crude  oil  supplier/purchaser 

relationship _ 

Gasoline;  supplier/ purchaser 

relationships _  24365, 

Recordkeeping  requirements; 

suppliei's  use  of  forms _ 

Mandatory  petroleum  price  regu¬ 
lations: 

Condensate  from  gas  wells;  ex¬ 
emptions,  definitions,  etc - : 

Imported  emde  oil;  determina¬ 
tion  of  representative  and 
maximum  prices,  January 

1975  _ _ ; 

Imported  crude  oils;  landed 
costs,  establishment;  October 

1973-AprU  1974 . . . 

Natural  gas  liquids,  exemption; 

Inquiry  and  hearing  __  23320, 
Old  oil,  price  ceilings,  phase¬ 
out _  19219, 

Propane;  markup  on  sales  to  re¬ 
flect  increased  non-product 

costs  _ 

Oil  import  regulations: 

Allocations  for  period  begin¬ 
ning  May  1,  1975 _ 

Notices 

Automobile  fuel  economy  labeling 
program  for  1976,  voluntai-y; 

joint  with  EPA _ 

Canadian  impoi-ts  of  petroleum, 
allocation;  hearing  and  in¬ 
quiry  _  17783, 

Committee;  Environmental  Ad¬ 
visory  Committee;  charter 

amendment _ 

Environmental  statements: 

Coal  conversion  program,  final— 
Energy  Independence  Act  of 
1975  and  related  tax  pro¬ 
posals  _ 

Fuel  burning  Installations,  major; 
requirement  to  complete  FEA 

questionnaire  _ 

Gasoline,  retail  sales  outlets;  sup¬ 
plier  base  period  use,  evaluation 
of  applications  for  assignment- 


international  energy  program; 

agreement  with  G.SA _  16042,  167] 

Market  shares  information;  ques¬ 
tionnaires;  distillate  and  residu¬ 
al  fuel  oil  sales  to  consumers _ 161 ; 

Meetings: 

Coal  Industry  Advisory  Commit¬ 
tee  -  237! 

Consumer  Affairs  Special  Im¬ 
pact  Advisory  Committee _ 1464 

18488,  23791,  275! 
Energy  Forecasting  Advisory 

Committee _ 1961 

Environmental  Advisory  Com¬ 
mittee  _ 1841 

Food  Industry  Advisory  Com¬ 
mittee  _ 180: 

Natural  Gas  Transmission  and 
Distribution  Advisory  C<Kn- 

mittee _ 167 

Retail  Dealers  Advisory  Com¬ 
mittee  _  22037,  233' 

State  Regulatory  Advisory  Com¬ 
mittee  _ 184 

Subsmlace  Geo-Science  Records 
and  Materials,  Ad  Hoc  Advi¬ 
sory  Committee _ 242 

Wholesale  Petroleum  Advisory 

Committee _  16718, 17328,  270 

National  utility  residual  fuel  oil  al¬ 
location;  supplier  percent¬ 
ages;  various  months; 

May _ 179( 

June  _ 228 

July - 271 

Old  oil  allocation  program;  1975; 
entitlement  notices: 

January;  correction _ 182 

February _  17325,  188 

March _ 216 

April _ 264 

Powerplants;  Energy  Supply  and 
Environmental  Coordination 
Act; 

Planning  process,  early;  filing  of 

identification  report _ 223 

Prohibition  orders  to  certain 

powerplants _  204£ 

21516,  21532,  22171,  22305,  2352 
23530,  23792,  23926.  25090 
Refiners  buy-sell  list;  crude  oil 

allocation _ 210 

Refiners’  monthly  cost  allocation 

report;  form _ 191 

Trans-Alaska  pipeline;  priorities 
assistance  for  constimction _ 192 

FEDERAL  HIGHWAY  ADMINISTRATION 
Rules 

Bridge  toll  procedures _ 149 

Engineering  and  traffic  opera¬ 
tions: 

Construction  and  maintenance.  149C 
17251,  255: 

Motorist-aid  systems _ 200 

Off -system  roads  program;  ad¬ 
ministrative  guidelines _ 149 

Preconstruction  procedures,  of 
Federal-aid  projects;  correc¬ 
tion  _ _ 175 

Speed  limit.  National;  enforce¬ 
ment  of  vehicle  weight  and 

size  limitations _ 245 

Planning;  program  management; 
highway  planning  research  and 
development  contracts _ 175! 
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FEDERAL  HIGHWAY  ADMINISTRATION— 


Continued 
Rules — Continued 
Public  transportation; 

Rural  highway  public  transpor¬ 
tation  demonstration  pro¬ 
gram;  guidelines -  16301 

Railroad -highway  projects;  con¬ 
struction  and  reimbursement _  16057 

Right-of-way  and  environment: 

Highway  beautification;  outdoor 

advertising  _ 21934 

Relocation  assistance;  contract 
procedures _  25585 


Proposed  Rules 

Engineering  and  tralfic  opera¬ 
tions: 

Speed  limit,  National;  state  cer¬ 
tification  of  enforcement,  ad¬ 
ministrative  requirements _  24532 

Tachographs,  Installation  In 
buses;  inquiry _  234084 

Notices 

Bridge  tolls,  bridges  operated  by 
Delaware  River  Port  Authority; 

hearing,  etc _  14969,  22869 

Committee  renewal;  Uniform 
Traffic  Control  Devices  National 

Advisory  Cwnmittee _  16233 

Highway  safety  program;  approval 
p<rflcy  for  States  FY  1976; 
agreement  with  National  High¬ 
way  Traffic  Safety  Administra¬ 
tion  _  25246 

Meetings: 

National  Advisory  Committee  on 
Uniform  Traffic  Control  De¬ 
vices  _  26054 

FEDERAL  HOME  LOAN  BANK  BOARD 


Rules 

Federal  Home  Loan  Bank  System: 
Advances,  housing  importunity 
program,  operators,  nondis¬ 
crimination;  forms  approval 

authority _  27476 

Certificate  acootints,  early  with¬ 
drawal  penalty _  18771 

Ck>ld,  (merations  and  limitations 

of  member  banks _  17244 

Members  of  banks;  liquidity _ 19193, 


23069,  26672 

Federal  Savings  and  Loan  Insur¬ 
ance  Corporation: 

Certificate  accounts,  early  with¬ 


drawal  penalty _  18772 

Collateralized  borrowings _  17982 

Conversions  from  mutual  to 
stock  form _  19801 


Examinations  and  Supervision 
Office:  authority  relating  to 
nationwide  loans,  participa¬ 
tion  loans  and  earmarking  of 


networth  accounts _  14738 

Gold,  private  institution  re¬ 
strictions  _  17247 

Lending  and  borrowing;  opera¬ 
tions  _  25665 

Loans  to  one  borrower,  docu¬ 
mentation  of;  operations _ 18411 

Marketable  fixed-rate,  fixed- 
term  accounts;  filing  require¬ 
ments;  operations _  27226 


Reporting  requirements  for  in¬ 
sured  institutions;  operations.  25670 


Pag* 

Service  corporations ;  salvage 
investment  limitations;  oper¬ 
ations  _  22824 

Federal  Savings  and  Loan  System; 

Bill  payment  services _  17004 

Branch  office  locations;  <mera- 

tions _  25669 

Certificate  accounts,  early  with¬ 
drawal  penalty _  18772 

Changes  of  office  locations;  op- 

eratioivs  _  25669 

Collateralized  borrowings:  op¬ 
erations,  etc _  17982 

Consumer  loans  by  service  cor¬ 
porations  _  17005 

Electronic  fxmds  t  r  a  n  sf  e  r 
through  remote  service  units; 

operations _  27477 

Escrow  funds;  operatlcms  under 
Real  Estate  Settlement  Pro¬ 
cedures  Act _  20942 

Farm  loan  amendments;  defini¬ 
tions  _  15865 

Federal  charters;  retention  by 
associatiCHis  converting  from 

mutual  to  stock  form _  20942 

Gold,  restrictions  on  activities.  17246 
Lending  and  borrowing;  charter 

and  by-laws,  operations -  25665 

Loans  exceeding  90  percent  of 

value;  operations _  25581 

Marketable  certificates  of  de¬ 
posit;  filing  requirements;  op¬ 
erations  _  27225 

Service  corporation  debt  and  in¬ 
vestment  limitations _  15382 

Flood  Insurance  Program,  Na¬ 
tional;  community  participa¬ 
tion  _ 21025 

Foreign  activities  of  National 
banks;  interpretation  of  foreign 

bank _ 18412 

Savings  and  loan  holding  compa¬ 
nies; 

Consumer  loans  by  multiple 

holding  companies _  17005 

Gold,  private  institution  restric¬ 
tions  _  17247 

Proposed  Rules 

Federal  Home  Loan  Bank  System, 
rate  control  violations;  with¬ 
drawal  _  17860 

Federal  Savings  and  Loan  Insur¬ 
ance  Corporation; 

Borrowdng  limitations;  guar¬ 
antees  _  18005 

Federal  Savings  and  Loan  System: 
Account  Insmance,  etc.;  dele¬ 
tion  of  obsolete  regulation —  24755 

Borrowings;  guarantees _  18005 

Charter  and  by-laws;  Federal 
Savings  and  Loan  Associa¬ 
tion;  votes  per  member _  23895 

Cooperative  housing  projects; 

loans _  15096 

Drive-in  and  pedestrian  facil¬ 
ities;  opening  savings  ac¬ 
counts  _  25030 

Electronic  fiinds  transfer 
through  remote  service  imits; 

operations _  23896 

Service  corporations,  acquisi¬ 
tions  of  office  buildings; 

erations  _  23321 

Savings  and  loan  holding  compa¬ 
nies: 

Affiliates,  transactions  with _  16090 

Indebtedness _  17044 


Notices  Page 

Applications,  etc.: 

H.  F.  Almanson  &  Co _  16875 

Imperial  Corp.  of  America _  16240 

Murray  Investment  Corp _  16875 

Standard  Law  Book  Co.  et  al _  22591 

Trans-World  Financial  Co _ 17612 

United  Financial  Corp.  of  Cali¬ 
fornia  . 15958,16876 

Federal  savings  and  loan  associa¬ 
tions;  branching  in  Hamilton 
County,  Ohio _ 23115 

FEDERAL  INSURANCE  ADMINISTRATION 
Rules 

National  flood  insurance  program: 

Areas  eligible  for  sale  of  insur¬ 
ance  _  14599, 

14600,  14601.  16835,  16836,  16837, 
16838,  16839,  16840,  16841,  17750, 
17752,  17838,  17839,  17987,  18776, 
18777,  18994,  20617,  20618,  20619, 
20620,  20621,  20622,  20623,  20624, 
20793,  20795,  23725,  23726,  23727, 
23728,  23730,  23866,  23867,  23868, 
23869,  23870,  23871,  23872,  23977, 
23978,  25003,  25464,  25585,  25588, 
25590,  26991.  26995,  26999,  27215, 
27481 

Flood  elevation  determinations; 

Louisiana _  23278,  23279 

Oklahoma _  24521 

Mapping  deficiencies,  technical; 
administrative  procedures  for 

correcting  _  23864 

Special  hazard  areas _ 14754, 

16192,  16193,  16303,  16304,  16842, 
17989,  18550,  19641,  19642,  20271, 
20272,  20273,  20798,  20803,  20808, 
23460,  23461,  23462,  23463,  23464, 
23465,  23979,  23982,  24183,  24722, 
25206,  25207,  25471,  27000,  27004, 
27005,  27006,  27007,  27216,  27217 
Special  hazard  maps,  adminis¬ 
trative  withdrawal _  20798 

Proposed  Rules 

National  flood  insurance  program: 

Flood  plan  management  cri¬ 
teria;  hearings _  25478 

State-owned  properties  under 
self-insurance  plan,  exemp¬ 
tion  of _  23878 

National  fiood  Insurance  program 
fiood  elevation  determinations: 

Alaska  _ 20106 

Florida .  16345, 16674, 16675 

Massachusetts  _  16675, 19833 

Mlrmesota _  16676 

Missouri _  19833 

Pennsylvania  _  18562, 19833 

Wisconsin  _  19832 

Notices 

National  flood  Insurance  pro¬ 
gram: 

Communities  with  special  haz¬ 
ard  areas,  subject  to  prohibi¬ 
tion  of  Federal  assistance; 


list  _  26740 

Limits  of  available  coverage....  16710 


FEDERAL  LABOR  RELATIONS  COUNCIL 
Proposed  Rules 

Practice  and  procedure,  review 
functions  of  Council,  criteria 
for  determining _ 21488 
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FEDERAL  MARITIME  COMMISSION 

Rules  **««• 

Financial  reports  by  common  car¬ 
rier  by  water  in  domestic  off¬ 
shore  trades _  25820 

Freight  tariff  filings: 

Containerized  cargo _  24727 

Foreign  containerized  cargo, 
discontinuance  of  proceed¬ 
ing  _ 24728 

Terminal  barge  operators  in  Pa¬ 
cific  Slope  States _  15401, 18446 

Reporting  requirements  approved 
by  GAO: 

Self -policing  systems _  14599 

Terminal  operators,  tariffs  filed 
by  _  14599 

Proposed  Rules 

Environmental  effect  of  Commis¬ 
sion  action;  extension  of  time-.  20957, 

24367 

Small  claims  ceiling  limit;  in¬ 
formal  procedure  for  adjudica¬ 
tion  _  15097 

Notices 

Casualty  and  nonperformance, 
certificates: 

American  Cruise  Lines.  Inc _  17876 

Atlantic  Far  East  Lines,  Inc _  18500 

Delian  Athina  Cruises  et  al _  25625, 

25626 

Gruenlnger  Travel  Service,  Inc., 

et  al . 17877 

Kanbara  Klsen  Co.,  Ltd _  24053 

Mitsui  O.S.K.  Lines  (Passen¬ 
ger).  Ltd _ 18501 

Monarch  Cruise  Lines,  Inc _  25626 

Ocean  Cruises  Development, 

Inc.  et  al _ 22176 

Transatlantic  Shipping  Corp _  25520 

West  Line,  Inc _  24384 

Complaints  filed: 

Alliance  Rubber  Co.  v.  United 
States/South  and  East  Africa 

Conference,  etal _  17074 

Carborundum  Co.  v.  Royal 
Netherlands  Steamship  Co. 

(Antilles)  N.V _  20678,25625 

Colt  Industries  Operating  Corp. 

v.  Interconex,  Inc.  et  al _  24768, 

25625 

Crestline  Supply  Corp.  v.  Con¬ 
cordia  Line  and  Boise-Griffin 

Steamship  Co.,  Inc _  18837, 25625 

West  Gulf  Maritime  Assn.  v. 

Port  Houston  Authority _  25626 

Oulf-European  Freight  Associa¬ 
tion,  cargo  diversion  practices 

at  U.S.  Gulf  ports _  23367 

New  Orleans,  et  al  v.  Seatrain 

International,  S.A _  18035 

North  Atlantic  Shipping  Asso¬ 
ciations,  et  al.  V.  American 
Mall  Lines  Ltd.,  et  al__  18034, 18035 
Philadelphia,  port  of _  18036, 18501 

Freight  forwarder  licenses: 

Alvarez  Shipping  Co.,  Inc _  18500 

Anderson  Shipping  Service, 

Inc.,  et  al- _ _  25624 

Bamett/Novo  International 

Corp . 23541 

Canadian  Gulf  Line  of  Florida, 

Inc .  23541 


Page 

Cleto  Hernandez  R.  d/b/a  Pan 

Inter _  22309 

Conunodlty  Forwarding  k  Ship¬ 
ping  Co _  17877 

Fischer,  George  Llnwood _  19237 

General  Air  Freight  Corp _  24555 

Gotham  Shipping  Co.,  Inc _ 21774 

Heimann,  W.,  Inc _  25852 

Lake  Shipping  (^.,  Inc _ 17198 

McCoy,  Robert  M _  25520 

Midwest  Export-Import,  Inc., 

et  al- . 24237 

P&O.  Inc— . 21774 

Pacific  Steamship  Agency,  Inc., 

et  al . 17674 

Port  Huron,  City  of,  et  al _  25625 

Puerto  Rican  Fonvarding  Co., 

Inc.,  et  al _ 15129 

Rolando  Export  Documenta¬ 
tion  _ 25852 

San  Francisco  Freight  Forward¬ 
ers,  Inc _  25520 

Sequoia  Forwarders  Co _  18037 

Tierra  Mar  Aire  Packing  k 

Shipping  Inc _  22591 

Valencia  Baxt  Express,  Inc _  18501 

Oil  pollution;  certificates  of  fi¬ 
nancial  responsibility _  14994 

14995,  16877,  17876,  18836,  20345, 
20346,  24235,  24236,  25714 
Agreements  filed: 

American  President  Lines,  Ltd., 

et  al _ 15128 

American  West  African  Freight 

Conference _  24053, 27524 

Anchorage,  City  of,  et  al _  20987 

Associated  Latin  American 
Freight  Conferences  Cooper¬ 
ative  Working  Agreement _  27294 

Associated  North  Atlantic 

Freight  Conferences _  16876, 

19880,  27524 

Barber  Lines  A/S  et  al _ 16718, 

16876, 18836,  25624 
Barco  International  Corp.  et  al.  23541 

Blue  Sea  Line _ 20132 

Canadian-American  working 

arrangement _  18836 

Connecticut,  State  of,  et  al _  25625 

Containership  Operators,  Inter¬ 
national  Council  of _  26307 

Continental  North  Atlantic 
Westbound  Freight  Confer¬ 
ence  _  23929 

Cruise  Lines  International  As¬ 
sociation  _  20132 

Equipment  Interchange  Agree¬ 
ment  _  21774 

Far  East  Conference  and  Pa¬ 
cific  Westboimd  Conference-  26586 
Far  East  discussion  agreement-  19237 
Flota  Mercante  Gran  Centro- 

americana,  S.A.  et  al _  23367 

Galveston  'Carves,  Board  of 

Trustees  et  al _  20677 

Greater  Baton  Rouge  Port 

Commission  et  al _  18837 

Harvlson,  Thomas  k  James, 

Ltd.,  et  al _  26587 

Hong  Kong  and  Taiwan  trade 

to  certain  ports  in  U.S _  20988 

Iberian/U.S.  North  Atlantic 

Freight  Conference _  14641,23930 

International  Passenger  Ship 
Association _  19531 


Japan/Korea-Atlantlc  and  Gulf 

Freight  Conference _  16365, 

16876, 19685 

Japan  line.  Ltd.,  et  al -  14806 

LASH/Seabee . 25714 

Long  Beach,  City  of,  et  al -  17328 

Luckenbach  Steamship  Co.  Inc. 

et  al— . - . —  24768 

Marseilles/North  Atlantic  U.S.A. 

Freight  Conference _ 23930, 

27074 

Matson  Navigation  Co _ 18500, 

18590,  22887 

Matson  Terminals,  Inc.  et  al _  27295 

Med-Gulf  Conference _  27075 

Metropolitan  Stevedore  Co.  et 

al _ _ 20345 

Murmansk  Shipping  Co.  et  al _  26308 

New  Orleans,  Port  of.  Board  of 

Commissioners  et  al _  25519 

New  York,  City  of,  et  al _  25519 

New  York  Freight  Bureau 

(Hong  Kong) _  19532, 19686 

Nippon  Yusen  Kaisha  et  al _  14806, 

19880 

North  Atlantic  Baltic  Freight 

Conference  _  18838 

North  Atlantic  French  Atlantic 
Freight  Conference  and  North 
Atlantic  Baltic  Freight  Con¬ 
ference  _  19686 

North  Atlantic  Mediterranean 

Freight  Conference _  23930,  27075 

Pacific  Coast  Australasian  Tar¬ 
iff  Bureau _ 21774 

Pacific  Far  East  Line,  Inc _  19881 

Pacific-India/Pakistaa'Ceylon/ 

Burma  _  16240 

Pacific/Indonesian  Conference-  16719 
Philadelphia  Port  Corp.  et  al—  27076 
Prudential  Lines,  Inc.,  et  al —  16240, 

22176 

Puerto  Rico  Marine  Manage¬ 
ment,  Inc.,  et  al _  16139, 24768 

Puerto  Rico  Maritime  Shipping 

Authority _  23115,25093 

R.C.D.  Shipping  service _  25520 

Ramirez  International  For¬ 
warding  Co _ 17198 

Redwood  City,  port  of,  et  al _  18590 

Sacramento- Yolo  Port  District, 

et  al _  19532 

Scandinavia  Baltlc/U.S.  North 
Atlantic  Westboimd  Freight 

Conference _  18838, 19686 

Sea-Land  Service,  Inc.,  et  al _ 22176 

Seattle,  port  of,  et  al _  27295 

South  Carolina  State  Ports  Au¬ 
thority  et  al _  20988,  25715,  25852 

States  Steamship  Co.,  et  al _  20988 

Tampa  Port  Authority  et  al -  17329 

Trans  Pacific  Freight  Con¬ 
ference  (Hong  Kong) _  19687 

Trans-Pacific  Freight  Confer¬ 
ence  of  Japan/Korea  et  al—  16365, 
19687,  25626 

Trans-Pacific  Passenger  con¬ 
ference  _  25520 

Trans-Way,  Inc.,  et  al _  20678 

U.S.  Atlantic  and  Gulf/Aus¬ 
tralia-New  Zealand  Confer¬ 
ence  _  15959 

U.S.  Atlantic  and  Gulf -Jamaica 

Conference  _  24956 

n.S.  Atlantic  and  Gulf  Ports  and 
Ports  In  Central  and  South 
America  and  Caribbean _  18590 
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FEDERAL  MARITIME  COMMISSION— Coo. 
NoticM — Continued  ***€• 

Agreements  filed — Continued 

n.S.  Flag-Fax  East  Discussion—  19881 
U.S.  Flag-U.S.  Pacific  Coast/ 

Far  East/Southeast  Asia  Dis¬ 
cussion  Agreement -  25715 

West  Coast  of  Italy,  Sicilian  b 
Adriatic  Ports/North  Atlantic 
Range  Conference  (WINAC)  _  24053, 

27075 

FEDERAL  MEDIATION  AND  CONCILIATION 
SERVICE 


Notices 

Meetings: 

Arbitration  6er\’ices  Advisory 

Committee _  27295 

Health  Care  Industry  Labor- 
Management  Advisory  Com¬ 
mittee  _  25852 

FEDERAL  POWER  COMMISSION 
Rules 

Electric  public  utilities,  uniform 

system  of  accounts _ 20981 

Freedom  of  information,  with¬ 
holding  of  public  records;  pro¬ 
cedures  _  17553 

Natural  gas: 

Accounts,  uniform  system _  26506, 

26981 

Reports,  rate  schedules;  post¬ 
ponement  of  effective  date _  17552 

Organization  and  functions;  re¬ 
ports:  Clearance  of  public  use 

forms,  gas  companies _  16300 

Report  form,  annual;  gas  c(Hn- 

panies _  20270 

Practice  and  procedure;  hearings 
and  proceedings,  extension  of 
time  notices;  enforcement  of 
four-fifths  rule _  25003 


Proposed  Rules 
Electric  utilities: 

Accounts  and  reports,  end  use 
rate  schedules;  allowance 
funds  used  during  construc- 

Uon .  23322,27492 

Air  pollution  standards,  ques¬ 
tionnaire  on;  extension  of 

time _  15402 

Constructl(m  work  In  progress; 
Inclusion  in  uniform  system  of 
accounts;  extension  of  time.  14606 
Energy;  monthly  power  state¬ 
ment,  extension  of  time _  15402 

Rate  schedules,  adjustment 

clauses _  19705,  23768,  26702 

Reports; 

Annual  report  forms;  revi¬ 
sion  of  certain  schedule 

pages -  16684 

Reporting  of  projected  gener¬ 
ation  and  fuel  planning; 

forms  _ 20108 

Natural  gas: 

Accounts  and  reports;  end  use 
rate  schedules;  filing  exten¬ 
sion  of  time _ 16467, 

19661,  20353,  24031 

Annual  report  form _  16684 

Constmctkm.  aQowaiiee  funds 
used  during _  23322, 27492 


Page 

Fuel  demands,  alternate;  Inter¬ 
state  pipeline  companies  end 
use  cusUxners  due  to  curtail¬ 
ments  _  21493 

National  rates  for  jurisdictional 

sales _  22006,24542,25691,26568 

Producers  and  affiliates;  investi¬ 
gation  of  expenditures,  ex¬ 
ploration  and  development 
activities,  production,  reserve 
additions  and  revenues;  ex¬ 
tension  of  time _  18796 

Rate  schedules  or  contracts  in¬ 
hibiting  good  faith  presenta¬ 
tions,  rejection;  termination 

of  proceeding _  20827 

Underground  storage,  forms; 
agreement  with  FEA  and  Bu¬ 
reau  of  Mines _  26569 

Uniform  systems  of  accounts, 
companies  class  A  and  T;  ad¬ 
vance  payments  for  e.».piora- 
tion,  development  and  pro¬ 


duction  _  26506 

Pipeline  transportation  agree¬ 
ments;  certification _  1622U,  22557 


Notices 

Meetings;  Technical  Advisory 
Committee  on  Impact  of  Inade¬ 
quate  Electric  Power  Supply..  22606, 

24387 

Natural  gas: 

Certificates  of  public  conven¬ 
ience  and  necessity;  applica¬ 
tions,  abandonment  of  service 

and  petitions  to  amend _ 17171 

19035, 19882,  24238,  26308 
Exploration,  development  and 
production;  advance  pay¬ 
ments  program;  Inquiry _  19532 

22591,  25831 

Jurisdictional  sales  of;  rates _  15965 

17883,  19700,  26309,  26610 
Producers  Investigation;  F^eral 
Trade  Commiasion,  request 
for  access  to  data,  inquiry...  26619 
Rate  change  filings,  various 
companies  19037, 20132, 24556, 26075 
Report  of  companies  proved  do¬ 
mestic  reserves;  hearing _  22314 

Reservoirs  in  Federal  domain, 

investigation _  15441 

Resource  utilization  and  con¬ 
servation  _  21705 

Small  producer  certificates; 
plications _  24246,26308 

Practice  and  procedure;  securities 

issuance  hearing _ 21539 

Hearings,  etc.: 

Alabama  Power  Co _  14996 

18220,  23116,  23930,  25098,  25626, 
25627,  26075,  27525 
Alabama-Tennessee  Natural 

Gas  Co . 15961 

16139,  16365,  19038,  24237,  24555, 
26074 

Alaska  Packers  Association,  Inc.  19688 
Algonquin  Gas  Transmission 

Co . . 17329 

18037,  19534,  19688,  22591,  23373, 
23542,  25632 

Algonquin  LNG _  15961 

Allegheny  Power  Service 
Corp . .  15441,22605 


P»g® 

Amerada  Hess  Corp _  14996 

16719,  16877,  23373 
American  Electric  Power  Serv¬ 
ice  Corp _  24237 

American  Municipal  Power- 

Ohlo,  Inc _ _ _  22310 

American  Petrofina  Co.  of 

Texas  . . .  18038,23371 

Amoco  Production  Co.  et 

al . .  15959,16719 

Anadarko  Production  Co _ 21532 

Appalachian  Exploration  &  De¬ 
velopment,  Inc _ 21068 

Appalacian  Power  Co _  16241,25627 

Anzona  Public  Service  Co _  16241 

17877,  18038,  18220,  20347,  21775 

Arkansas  Louisiana  Gas  Co _  14642, 

14996,  17159, 17329, 17783,  19534, 
21069,  24936,  25627,  26602 

Arkansas-Missouri  Power  Co _  18038 

19535,  21533,  22592,  26602 
Arkansas  Power  b  Light 

Co  _  22592,24936 

A.shland  Oil,  Inc _  17159, 19687 

Atlantic  Richfield  Co.  et  al _  17633. 

20132,  20854 

Aztec  Oil  b  Gas  Co _  14642, 

20347,  26602,  27525 

Bangor  Hydro-Electric  Co _  24936 

Barnhart,  Paul  F _  16241 

Barton  Oil  b  Gas  Co.,  Inc _  19689 

Bass,  Perry  R.  et  al _  20355 

Bay  State  Gas  Co.  et  al _  20348 

Belco  Petroleum  Corp.  et  al _  21775, 

22593,  27524 

Biglane  Operating  Co _  23373 

Blackstone  Valley  Electric  Co..  18591 

Blair- Vreeland,  et  al _  26602 

Bluefield  Gas  Co.  et  al _  20678 

Bonneville  Pow’er  Administra¬ 
tor . . 14997,  25521 

Baston  Edison  Co.  et  al _ 16140, 

16366,  17160,  17329,  17330,  17784, 
18838, 19237, 19689,  21775 

Brockton  Edison  Co.  et  al _  20349 

Brown  b  McKenzie.  Inc _  16878 

Burmah  Oil  b  Gas  Co.  et  al _  23794. 

26075 

Burton,  John  R _  15441 

CRA,  International,  Inc _  18593 

Cabot  Corp _  20678,22039 

CaUfomla  Co.  et  al _  15961, 17160 

Cambridge  Electric  Light  Co _  16366 

Carolina  Power  li  Light  Co _  15961, 

18501,  21776,  22310,  24556,  25098, 
25628 

Ca.scade  Natural  Gas  Corp _  19039, 

20854 

Central  Florida  Gas  Corp _ 21776 

Central  Hudson  Gas  b  Electric 

Corp  _ 20350 

Central  Hlinois  light  Co.  23931,  24937 
Central  Illinois  Public  Service 

Co . .  22040,  26605 

Central  Maine  Power  Co _  20679 

Central  Telephone  fc  Utilities 

Corp... .  17160,23116 

Central  Vermont  Public  Service 

Corp. .  20679,23117,27525 

Chattanooga  Gas  Co _  24938, 

25099,  25629 

Chevron  Oil  Co...  18221,21069,21775 
Cincinnati  Gas  b  Electric  Co..  19039, 
21776,  25629,  26706 
Clnco  Exploration  Co.  et  al _ 16140 
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Cities  Service  Gas  Co _  15961, 

16140, 16141, 17634, 17877, 18039, 
19535,  21069,  21776,  22040,  22594, 
24384, 24556, 25099,  25100,  26063, 
26706 

Cleveland  Electric  Illuminating 
Co.  _  18592,23117,24938,27295 


Clinton  OU  Co . 18838 

Cohn,  Herbert  B _  15442 

Colcve  et  al _ 17169 


Colorado  Interstate  Gas  Co  et 

al  .  16720, 

16878,  16880,  17160,  17161,  17785, 
18220,  18502, 19689,  19690,  20350, 
20854, 20855, 23117, 23792,  24557, 
25629,  25853,  26707,  27295 
Colorado-Ute  Electric  Associa¬ 
tion  et  al -  25629 

Columbia  Gas  Transmission 

Corp.  et  al _  14642, 

14997, 14998,  15443,  16142, 16241, 
16720,  16878,  18502, 18839,  19691, 

19692. 19693. 20352,  21069,  21776, 
22310, 22311,  23117,  24053,  24557, 
24938,  24939,  26063,  27296 

Columbia  Gulf  Transmission 

Co. . 23118,26708 

Colimibia  &  Southern  Ohio 

Electric  Co . 16142, 

21069,  22605,  24239 
Commercial  Pipeline  Co.,  Inc-_  19693, 
21070, 22311 

Commonwealth  Edison  Co _  17785, 

20679, 25100,  26605 
Connecticut  Light  &  Power 

Co . — .  15443, 

17076, 21776, 24240, 24939,  25100, 
26069 

Cons(^dated  Edison  Co.  of  New 

York,  Inc.  et  al .  17877, 

19536, 20855,  26605 
Consolidated  Gas  Supply  Corp. 

etal .  14999, 

16366, 16721, 17076, 17634, 18839, 

19039. 20352,  21070,  21533,  22594, 
24557,  24939,  24940,  25629,  27529 

Consolidated  Water  Power  Co.  25633, 

25853 

Consumers  Power  Co _  18222, 

20679,  22311 

Continental  Oil  Co.  et  al _  22037, 

22038,  25097 

Cook,  Donald  C .  15443 

Cornelius,  W.  E . 23118 

Davis,  C.  Ci*ady,  et  al _  18223, 

20349,  21776,  27296 

Dayton  Power  b  Light  Co _  24940 

Delmarva  Power  It  Light  Co...  14999, 
18223, 18502, 20680,  22605,  23118, 
24940,  25100,  25101,  25633,  27524 

Detroit  Edison  Co .  15000, 

19537,  24054 

Dlstrlgas  Corp.  et  al -  15962, 

16366,  17785 

Dorchester  Gas  Producing  Co__  25717 

Duke  Power  Co _  17330, 

21070,  22040,  22605,  24240,  26069, 
26708,  26709 

Eascogas  LNG,  Inc.,  et  al _  16722 

East  Tennessee  Natural  Gas  Co.  23374 


Eastern  Shore  Natural  Gas  Co. 

et  al . 16143, 

17635, 17639, 19537,  20855 
El  Paso  Alaska  Co.  etal-.  20133,  27525 
El  Paso  Eastern  Co.  et  al _  19695 
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El  Paso  Natural  Gas  Co.,  et  al—  14644, 
15000,  15443,  15962,  17077,  17635, 
17786,  18039,  18040,  18223,  18224, 
18839,  19039,  19042,  19693,  19694, 
19695,  20353,  21777,  23792,  24054, 
24241,  25101,  25633,  26309,  26605, 
26606 

Electric  Energy  Inc _  15444,  18593 

Equitable  Gas  Co _  22311 

Escondido  Mutual  Water  Co _  25718 

Exchange  Oil  It  Gas  Corp _  15001, 

27526 

Exxon  Corp _ 14645,  20855 

Florida  Gas  Transmission  Co _ 16143, 

17161,  18594,  22311,  22595,  23371, 
24940 

Florida  Power  Corp _  18224,  20680 

Ford  Motor  Co . . 25101 

Forest  Drilling  Venture  et  al _  14645 

Forest  Oil  Corp _  22594 

Forgotson,  James  M.  and  Gulf 

Coast  Venture  et  al _  24560 

Gas  Gathering  Corp _  22312 

Gas  Producing  Enterprises,  Inc.  17786 
George  Mitchell  It  Associates..  19695 

Georgia  Power  Co _  15444, 

16366,  17877,  21777,  24558,  26709, 
27527 

Getty  Oil  Co.  et  al _  25635 

Graham.  BiU  J.  et  al _  20353,  26606 

Grand  Valley  Transmission  Co.  21777, 

22045 

Granite  State  Gas  Ti-ansmis- 

sion,  Inc .  23371,  25101,  26606 

Great  Lakes  Gas  Transmission 
Co.  14645,  21534,  24558,  25853,  26607 
Great  Northern  Nekoosa  Corp.  24558 
Green  Mountain  Power  Corp _  23371, 


26069 

Gulf  OU  Corp.,  et  al _  21071, 23931 

Gulf  Power  Co _  22041 

Gulf  States  UtUities  Co _  14646, 

15001,  17162,  17330,  25093,  25629, 
26709 

HitS  Transmission  Co _  19037 

Hampshire  Gas  Co _  21071, 24241 

Hartford  Electric  Light  Co _ 17330, 

26070,  27296 

Hassle  Hunt,  Inc _  17640 

Hatch,  Edwin  I. .  18225 

Hawley,  John  B.,  Jr.,  Trust 

No.  1 _ 21778 

Holyoke  Water  Power  Co.,  et  al.  14648, 
15002,  16368,  22606,  25859,  26607 

Huber,  J.  M.,  Corp _  20680 

Hufflngton,  Roy  M.,  Inc _  19039 

Hunt  OU  Co— .  19696 

Idaho  Power  Co _  25718 

Illinois  Power  Co _  18040,  23374 

Independent  OU  It  Gas  Associa¬ 
tion  of  West  Virginia _ 20133 

Indiana  It  Michigan  Electric 

Co  — .  14646, 


17878,  21534,  23931,  24558,  26070, 
27296 

Indianapolis  Power  It  Light  Co—  15002 
Inter-City  Minnesota  Pipelines, 

Ltd.,  Inc _  22606 

Interior  Department  acting  for 
Southeastern  Power  Admlnis- 

traUon .  17168,17331,18225 

Interior  Department,  acting  for 
Southwestern  Power  Admin¬ 
istration  _  23374 

International  Paper  Co _  25718 
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Interstate  Power  Co -  15002, 

17880, 22313,  23793,  26710 
Interstate  Transmission  Associ¬ 
ates  et  al _  15002,  21071 

lowa-minois  Gas  &  Electric  Co.  17331, 
19538, 19696 

Iowa  Power  &  Light  Co _  16143, 23118 

Iowa  Public  Service  Co _ 18041, 

20680,23374,  24941 

Iowa  Southern  Utilities  Co _  18225, 

23375,  25718 

Janssen,  Nelson _ 21072 

Jersey  Central  Power  &  Light..  16144, 

24941 

Jones,  Edwin  M.  OU  Co..  26709,  27527 
KWB  OU  Property  Manage¬ 
ment,  Inc _  16723 

Kansas  City  Power  &  Light  Co._  18840, 
20681,  25095 

Kansas  Gas  It  Electric  Co _ 16722, 

19696,  22041,  23931,  26607,  27297 
Kansas-Nebraska  Natural  Gas 

Co..  Inc _ _  21778,  23375 

Kansas  Power  &  Light  Co -  15445, 

16144,  22041, 24941 

Kentucky  Utilities  Co _  18840. 

20681,  22041 

Kentucky-West  Virginia  Gas 

Co  . .  17881 

Kerr-McGee  Corp.  et  al _  15963, 27527 

Ketchikan,  Alaska,  City  of _  25854 

Kopper,  R.  M _  15449 

Krennerman  OU  &  Gas  Co _ 21779 

Lake  Superior  District  Power 

Co _  15003,23118,23376 

Lawrenceburg  Gas  Transmission 

Corp _  17162.24941,27523 

Lehigh  Portland  Cement  Co. 

et  al . - .  16368,26608 

Lockhart  Power  Co _  25636 

Lone  Star  Gas  Co _  15445 

Louisiana-Nevada  Transit  Co—  15963, 

19040 

Louisiana  Power  It  Light  Co _ 20133 

Lowe,  Ralph,  estate  of,  et  al—  22606 

Lyons,  C.  H.,  Jr.  et  al _ 22177 

Maine  Public  Service  Co.  19697, 20682 

Malony,  Gerald  P _  15444 

Marathon  OU  Co _ 17170 

MartinsvUle,  Va.,  City  of,  et  al.  24239 

McCoUoch  OU  Corp _ 17881, 

22595,  24941 

McCuUoch  Interstate  Gas  Corp.  15445, 
15964,  16145,  21072,  22041,  24054, 
24242,  26610 

McDoweU  County  Consumer 


CouncU.  Inc _  16242,23376 

Mesa  Petroleum  Co _  17640, 


20856, 24941 

MetropoUtan  Edison  Co—  16145,  22313 
Michigan  Consolidated  Gas  Co.  23376 
Michigan-Wisconsin  Pipe  Line 

Co.  etal _  17881, 

18840,  20133.  20354,  21535,  21779, 
22313,  22596,  23377,  24561,  24942, 
26609 

Mid-Louisiana  Gas  Co  et  al—  17077, 
17332,  20682,  20856 
Midwestern  Gas  Transniission 

Co .  16146,  17333,  23932,  27297 

Mississippi  Power  Co _  22314,  25637 

Mississippi  Power  It  Light 

Co _  17333,  21780,  22314,  26609 

Mississippi  River  Transmission 

Corp _ 18503. 

19040, 20857,  21780,  23932, 25102 
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Missouri  Power  &  Light  Co_  15003, 
17162, 25718 

Missouri  Utilities  Co _ 21072, 

24242,  25630 

Mobil  Oil  Corp _  15964, 

17075,  18041,  20857,  22314,  24054, 
24243,  25098,  25719 

Mobley,  O.  B _  16146,  25630 

Monongahela  Power  Co.  et 

al . . 17333, 18503 

Monsanto  Co.  et  al _  25630 

Montana-Dakota  Utilities  Co—  15446, 
16723,  17641,  18594,  19040,  23377 

Montana  Power  Co _ 21780, 

23371, 25631,  26609 

Montaup  Electric  Co _  26610 

Mountain  Fuel  Supply  Co _  18841, 

26610 

Murphy  Oil  Corp _  17334 

Nantahala  Power  &  Light  Co.  20858, 

26711 

National  Fuel  Gas  Supply  Co_  14646, 
16880,  17163,  17642,  20134,  20858, 
21781 

Natural  Fuel  Gas  Supply 

Corp _  17642 

Natural  Gas  Pipeline  Co.  of 

America  et  al _ 14646, 

15004,  15130,  15446,  15965,  16146, 
16242,  17334,  18503,  18594,  18595, 
20683,  20860,  21072,  22597,  22598, 
22606,  22607,  23372,  23793,  24055, 
24243,  24244,  25102,  25859 

Neleh  Gas  k  OU  Corp. .  19697 

Nevada  Power  Co _  20684, 

24244,  25854,  27297 

New  Bedford  Gas  et  al _  23377 

New  England  Power  Co _ 15446, 

16881,  20858,  21073,  22042,  23377, 
24245,  25719,  25854,  25855,  26711 
New  England  Power  Service 

Co _  16723 

New  Jersey  Zinco  Co _  27297 

Niagara  Mohawk  Power  Corp.  18226, 

24568 

North  American  Royalties,  Inc., 

et  al. . 27529 

North  Counties  Hydro-Electric 

Co _  15004 

North  Penn  Gas  Co _  16723, 

17078,  17643,  18042,  19698,  24570, 
25630 

Northeast  Blanco  Development 

Corp _  18595,  22599 

Northern  Electric  Cooperative 

Association _  16242 

Northern  Indiana  Public  Service 

Co . 21073 

Northern  Lights,  Inc _  17078, 18041 

Northern  Michigan  Exploration 

Co _  17642 

Northern  Natural  Gas  Co _ 15965, 

16147,  16369,  16881,  17163,  17335, 
17883,  18042,  18596,  18841,  19041, 
20684,  20858,  22598,  22607,  23369, 
23377,  23793,  23932,  24569,  25855, 
26611,  27298 

Northern  States  Power  Co _  16723, 

17642,  19698,  20858,  24942,  26615 

Northwest  Alaska  Co _ 25103 

Northwest  Pipeline  Corp _  15447, 

18042,  18226,  18596,  18597,  19538, 
19698,  20134,  20135,  21781,  22607, 
23119,  23378,  24943.  25103,  25855 


Ohio  Edison  Co .  18042,  27298 

Ohio  Electric  Co _ 17163, 

20681,  22599,  26620 

Ohio  Power  Co _ 15447, 

20859,  21073,  23119 
Oklahoma  Gas  &  Electric  Co...  17164, 

22042 

Oklahoma  Natural  Gas  Gather¬ 
ing  Corp _  19538,  25630 

Orange  &  Rockland  Utilities, 

Inc.  et  al _  15965, 16243,  22600 

Owens-Illinois  Inc _  25637 

PWG  Partnership  et  al _ 17171 

Pacific  Alaska  LNG  Co _  19699 

Pacific  Gtos  k  Electric  Co _  15004, 

15005,  15448,  17786,  21782.  22315, 
24246,  25719,  26711,  27530 

Pacific  Gas  Transmission  Co _ 22315, 

22608,  26616 

Pacific  Indonesia  LNG  Co.  et  al.  16882, 

18227 

Pacific  Interstate  Transmission 

Co . . 22608 

Pacific  Northwest  Power  Co _  24570 

Pacific  Power  k  Light  Co _  15005, 

15448,  17164,  19699,  25631 
Panhandle  Eastern  Pipe  Line  Co. 

et  al _  15005, 

15448,  17164,  19538,  20859,  21535, 
22043,  23378,  23794.  24055,  24570, 
24571,  27530. 

Patterson,  George  V _  15444 

Pelto  Oil  Co _  19538 

Pennsylvania  Electric  Co _  17883, 

18043,  21535,  24943 
Pennsylvania  Power  k  Light  Co.  17883, 
21073,  21074,  21535,  25720, 27530 

Pennzoil  Producing  Co _  20355 

Permian  Corp _  22600 

PhUadelphia  Electric  Co _  19041, 

PhUadelphia  Oil  Co _  16147, 19700 

PhUlips  Petroleum  Co _  16724, 

17165,  17643,  17787,  18598,  22600, 
24944 

Phoenix,  Ariz.,  City  of,  et  al _  26707 

Potomac  Edison  Co _  25096 

Producer  and  Pipeline  respond¬ 
ents;  po64>onement _  16878 

Public  Service  Co.  of  Colorado.  18598, 
18842,  19237,  19700,  20684,  21074, 
25856,  26616,  26711 
Public  Service  Co.  of  Indiana, 

Inc . . .  16724,  22600 

PubUc  Service  Co.  of  New 

Hampshire _ 17165, 

18843,  21074,  23119,  23379,  25856 
Public  Service  Co.  of  New  Mex¬ 
ico  . . 24944,  26072 

Public  Service  Co.  of  Oklahoma.  15448, 
15449,  16243 

Public  Service  EHectric  k  Gas  Co.  17165 

Public  Service  Indiana _ 22315,  22609 

Public  Utilities  Co.  of  Ohio _  15006 

Public  UtUity  District  No.  1  of 

Chelan  County,  Wash _  27298 

Puget  Sound,  Power  k  Light  Co.  14647 
19700,  24571 

Rhonda  Operating  Co _ 24246, 24572 

Robinson  Brothers  DrUling  Co —  17336 
Roosth  k  Genecov  Production 

Co.etal _  17078 

Rumford  Falls  Power  Co _  25856 

Sacramento  Municipal  Utility 

District _  18043 

St.  Regis  Paper  Co _  25637 

Scherer,  Robert _  18228 


Sea  Robin  Pipeline  Co _ 23372, 24572 

Shell  Oil  Co _  19700,  22177,  24944 

Sierra  Club,  et  al _  20356 

Skelly  Oil  Co.  et  al.  15006, 18503, 26712 

Skyline  Oil  Co.  et  al _  17337, 

21074,  23372 

Sohio  Petroleum  Co _ 16148 

South  Carolina  Electric  &  Gas 

Co .  17078, 

20135,  21783,  22601,  23933,  24247, 
24573,  25857,  26713,  27298 
Southern  California  Edison  Co.  17080, 
17166,  17337,  18504,  25631,  26072, 
26616,  26714 

Southern  Natural  Gas  Co _  15966, 

16148,  16725,  16882,  17080,  17787, 
18598,  19701,  20356,  21784,  22602, 
23379,  24945,  25104,  25857,  27299 

Southern  ^rvice,  Inc _  20684, 

26714,  27300 

Southside  Electric  Cooperative.  16369, 

21785 

Southw’est  Gas  Corp _  14647, 

15006,  18504,  21785,  22043,  24945 
Southwestern  Electric  Power 

Co _ _  18843,20685 

Springfield,  Vt.,  town  of..  17081, 19041 

Stafford.  M.N.  Jr.,  et  al _  16243 

Stephens.  Autry  C _ 20135 

Stingray  Pipeline  Co _  19701,  23379 

Sun  Oil  Co _  14648, 

16150,  16244,  17883, 18505, 19540, 
22603,  23368,  25104 
Superior  Water,  Light  &  Power 

Co _ _  21535,27530 

Sylvania  Corp.  et  al _  24946 

Tacoma,  Wash.,  city  of _  15007, 

24938 

Tampa  Electric  Co _  21786,  25104 

Tenneco  Oil  Co.  et  al _  17338, 

19042,  22044,  22603,  23380,  26617 

Tennessee  Gas  Pipeline  Co _  15007, 

16148,  17643,  19702,  20356,  23794, 
24573.  26617,  27300 
Tennessee  Natural  Gas  Lines, 

Inc  . . 26617 

Texaco  Inc _  15966, 

17166,  18598,  19042,  19540,  22045, 
22178,  24946 

Texas  Crude  Oil  Co _  17784 

Texas  Eastern  Transmission 

Corp,  et  al _  14806, 

15008,  15449.  17080,  17167, 17787, 
18843,  19703,  19704,  20859,  21536, 
21786,  21788,  22604,  22609,  23119, 
23933,  24248,  25104,  25105,  26072, 
26618,  26715,  27300,  27301 

Texas  Gas  Pipe  Line  Corp _  26073 

Texas  Gas  Transmission  Corp. 

et  al _  15450, 

15967,  17167,  17643,  18599,  18843, 
20135,  21788,  22045,  25632,  26618, 
27530 

Texas  Oil  &  Gas  Corp _  18044 

Texas  Pacific  Oil  Co.,  Inc _  24248, 

24946 

Thermalito  Irrigation  District  et 

al . 27531 

Tillinghast,  John. . 15445 

Toledo  Edison  Co _  26716 

Transcontinental  Gas  Pipe  Line 

Corp.  . . 14648, 

15451,  17172,  19540,  20356,  20860, 
21788,  22315,  22609,  23380,  23381. 
23933,  24249,  24947,  25857,  27531 

Transwestem  Pipeline  Oo _  15008, 

15451,  16370,  17168,  20860,  21789, 
25720 
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Trunkline  Gas  Co _  15008, 

16883,  17338,  19042,  20137.  22316 

Underwood,  R.  Clay  et  al _  25715 

Union  Electric  Co _  17884, 

18599,  18844,  19042,  21075,  25638, 
26718 

Union  Gas  Co _  23933 

Union  Oil  Co.  of  California  et 

al.  _ 26718 

Union  Light,  Heat  &  Power  Co-_  20357 

United  Gas  Piiie  Line  Co _ 16149, 

16150, 16244,  17884, 18044,  18844. 
23120,  23372,  24056,  24249,  24574, 
24947,  25632,  25720,  26618,  26719 
Upper  Peninsula  Generating 

Co _  16883,.  25106 

Upper  Peninsula  Power  Co _  16245, 

18599,  26618 

Utah  Gas  Service  Co.,  et  al _ 20137 

Utah  Power  and  Light  Co _  17081, 


19704,  25638,  25721,  25858,  26719, 
27531,  27532 

Valley  Gas  Transmission,  Inc-_  17169, 

24249 

Vermont  Electric  Power  Co., 

Inc.  _ _ _ 16150, 

16245,  22045,  23120,  25638,  25858, 
26619 

Vermont  Public  Service  Board 

et  al . . . 26715 

Virginia  Electric  &  Power  Co _  14648, 

15008,  16245,  18044,  20357,  20685, 
21790,  22610,  23381,  23792,  24947, 
26619 

Vulcan  Materials  Co _  16245 

Wansley,  Hal  B _ _ 18228 

Washington  Water  Power  Co__  23372, 

25632 

Weinert,  Hilda  B.,  et  al _  15444 

West  Texas  UtUities  Co__ .  14648, 

15009,  25105 

Western  Colorado  Power  Co _  17335 

Western  Gas  Interstate  Co _  25639 

Western  Massachusetts  Electric 

Co _ _  16370,  25105 

Whitman,  Robert  O _  15449 

Wisconsin  Electric  Power  Co. 

et  al- .  18044,  19705,  27301 

Wisconsin  Michigan  Pou’er  Co..  25632 
Wisconsin  Power  &  Light  Co__  18044, 
18229,  20358,  26619,  26719 
Wisconsin  Public  Service  Corp.  16725, 
25639,  25721,  25858 

Yankee  Atomic  Electric  Co _ 22178 

Yankee  Atomic  Electric  Power 

CO.  et  al .  24250,  25859 

York  Haven  Power  Co _  25859 

FEDERAL  PREVAILING  RATE  ADVISORY 
COMMITTEE 

Notices 

Meetings  _ _  16246,22179,25712 

FEDERAL  RAILROAD  ADMINISTRATION 
Rules 

Freight  care  safety  standards; 

“bad  order”  and  “home  shop  for 

repairs”  _  17573 

Occupational  safety  and  health 

standards;  extension  of  time _ 16217 

Protection  of  railroad  mainte¬ 
nance  -  of  -  way  -  and-structure 

employees _  17265,23310 

Safety  appliance  standards;  box 
and  o^er  house  cars;  correc¬ 
tion  . 17853 


Page 

Signal  systems,  conunuter  rail¬ 
roads  and  rapid  transit  lines; 

standards .  19209, 23085, 24365 

Special  notices  and  emergency  or¬ 
der  procedures;  railroad  track, 
locomotives  and  equipment; 

hearing  _  25688 

State  participation;  certification, 
investigation,  etc _  27042 

Notices 

Meeting;  Railroad  Operating 

Rules  Advisory  Committee _  19875, 

26054 

Petitions  for  exemptions,  etc.: 

Algers,  Winslow  &  Western  Rail¬ 
way  Co _  24375 

Duluth.  Missabe  &  Iron  Railroad 

Co.  et  al _  16233 

Green  Mountain  Railroad  Corp.  15929 
Johnstown  &  Stony  Creek  Rail¬ 
road  Co _  15929 

Mount  Hood  Railway  Co _  15929 

Norfolk  &  Western  Railway  Co.  20337 
Oi’egon  &  Northwestern  Rail¬ 
road  Co _  13929 

St.  Johnsbury  &  Lamoille  Coun¬ 
ty  Railroad _ 23102 

United  Transportation  Union..  14626 
Yakima  Valley  Transportation 

Co . . 15929 

Sleeping  quarters  for  railroad  em¬ 
ployees,  noise  levels;  extension 
of  time _  14627 

FEDERAL  REGISTER  OFFICE 
Rules 

CFR  checklist;  1975  issuances...  14569, 
18977,  23717 

Proposed  Rules 

Agency  publication  on  assigned 
days  of  week;  inquiry _  26046 

Notices 

Acts  requiring  publication  in  Fed¬ 
eral  Register;  table _  18845 

Freedom  of  information  index  re¬ 
quirements; 

Quarterly  guide  to  agency  mate¬ 
rial  . 16726 

Republication  of  format _  24784 

Inflation  Impact  statements;  cer¬ 
tification  language  and  form _  26312 

Privacy  Act  publication  gtiidellnes.  25988 
Procurement,  armed  services;  In¬ 
corporation  by  reference;  in¬ 
quiry  _  25643 


FEDERAL  RESERVE  SYSTEM 
Rules 

Authority  delegations: 

Board  of  Governors  and  Federal 


Reserve  Banks _  25581 

Banks,  foreign  activities; 

Interpretation  of  foreign  bank.  18412 
Reserves  against  emodollar  bor¬ 
rowings  _  17136 

Banks,  State;  loans  in  flood-prone 

areas _ 21931 

Credit  extensions  by  Federal  Re- 

sei*ve  banks;  rate  changes _  23842, 

27476 

Interest  on  deposits: 

Maturity;  time  and  savings  de¬ 
posits  _  24894 


Page 

NOW  accounts  for  governmen¬ 
tal  units _  17831 

Penalty  on  withdrawal _  24894 

Telephone,  withdrawal  of  sav¬ 
ings  by . . 16831 

Securities  credit  transactions _  19635 

Truth  in  lending;  real  estate  set¬ 
tlement  procedures _ 21470 

Proposed  Rules 

Banks;  reserves  and  interest  on 

deposits  _  25031 

Banks,  State,  securities  of..  15909, 25031 

Credit  by  brokei-s  and  dealers _  23768 

Discrimination  prohibited  on  basis 
of  sex  or  marital  status;  con¬ 
sumer  credit  protection..  18183, 20827 
Interest  on  deposits;  maturity  no¬ 
tice,  penalties,  withdrawals _  16684. 

16683 

Truth  in  lending: 

Pair  credit  billing _  19489,  23896 

Transaction  description;  open 

end  credit  accounts _  26571 

Unfair  or  deceptive  acts  or  prac¬ 
tices  _  19495,  25603 

Notices 

Bank  holding  companies;  grand¬ 
father  privileges;  review _  20860 

Federal  Open  Market  Committee: 
Domestic  open  market  opera¬ 
tions;  authorization _  20863,22887 

Domestic  policy  directives _  14649, 


17201, 20685,  24770 
Federal  Reserve  clearing  and  set¬ 
tlement  facilities,  access  to _  25641 

Insured  banks;  joint  call  for  re¬ 
port  of  condition _  17875 

Applications,  etc.: 

Alfalfa  Coimty  Bancshares,  Inc.  24768 

Allied  Bancshares,  Inc _ 20138 

Ameribanc,  Inc _  16884,  25639,  27076 

American  Bancshares  Inc _  17344 

American  Corp _  15452 

Ames  National  Corp _  23795 

Arizona  Equities.  Inc _  18600,  26587 

Atchison  Coimty  Investment 

Co  . . 15009 

Atlas  Towing  Co.  et  al -  18506 

Baldwin.  D.  H..  Co _  27532 

Bank  of  Nova  Scotia _ 15012, 

15968, 17198 

Bank  of  Tokyo.  Ltd _  24769 

Bank  of  Virginia  Co _  18045,  27532 

Bankshares  of  Florida,  Inc _  19705 

Beatrice  National  Corp _  20861 

Board  of  Governors _  15453 

Boulevard  Bancshares,  Inc _  25042 

Butte  State  Co _  23794 

C.S.B.  Co _  20685 

Central  Bancorporation,  Inc..  23543 

Chemical  Financial  Corp _  25641 

Citibanc  Group,  Inc _  23543 

Citicorp .  19541,  24770 

Citizens  &  Southern  Corp _  16727 

Citizens  State  Bancorp,  Inc _  16884 

Clevetrust  Corp _  25639 

Clinton  Bancshares.  Inc _ 21539 

Clyde  Bancorp.,  Inc _  25640 

Columbia  Bancshares,  Inc _  27076 

Commerce  Bancshares,  Inc _  19042 

Commerce  Financial  Corp _  19541 

Commercial  Bankshares,  Inc _  19706 

Community  Bancorporation _ 21075 

Country  Agencies  b  Invest¬ 
ments.  Inc _  18045,  19541,  25640 
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FEDERAL  RESERVE  SYSTEM— Continued 
Notices — Continued  Pss* 

Applications,  etc. — Continued 

Cullen  Bankers,  Inc _  15453 

Darien  Bancorporation,  Inc _  15454 

Dauphin  Deposit  Corp _  15009, 16728 

Detroi thank  Corp _  15009, 

17345,  26588 

FOB,  Corp _ 21540 

Fanners  State  Corp _  19542, 27301 

Pidelcor,  Inc _  15968 

First  Alabama  Bancshares, 

Inc _  20861 

First  Amtenn  Corp _  17345 

First  Arkansas  Bankstock  Corp.  19706 

First  Bsmc  Group,  Inc _  24771 

First  Bancgroup-Alabama,  Inc.  18046 

First  Bancorp,  Inc _ 21539 

First  Bemidji  Holding  Co _  17345 

First  City  Bankcorporation  of 

Texas,  Inc _  19542,23795 

First  Commercial  Banks  Inc _  15454 

First  Community  Bancorpora¬ 
tion  _  22045 

First  Financial  Group  of  New 

Hampshire,  Inc _  19542 

First  Hawaiian,  Inc _  25042,  27076 

P^rst  International  Bancshares, 

Inc _  15009,23543 

First  Lincolnwood  Corp _  26587 

First  National  Agency,  Inc _  26734 

First  National  Bancorp.,  Inc__  19707 
First  National  Bankshares  of 

Florida,  Inc _  18047,  23934 

First  National  Boston  Corp _ 15010 

First  National  Charter  Corp _  18600 

First  National  Corp.  of  Ard¬ 
more,  Inc _  24959 

First  National  Corp.  of  Oak 

Brook _  19543 

First  National  Insurance  Agen¬ 
cy,  Inc _  17884.27076 

First  Penn  Corp _  27078 

First  Security  Corp _  16884, 

18506,  19043 

First  Security  Corp.  of  Ken¬ 
tucky  _  20139 

First  Union  Corp _  24771 

First  Union,  Inc _ 21540 

Fort  Sam  Houston  Bankshares, 

Inc _  15010 

Frontier  Bancorporation  of 

Denver,  Inc _ 15G10 

Full  Service  Insurance  Agency, 

Inc _ 17200,  26589 

General  Bancshares  Corp _  15969 

Goose  River  Holding  Co _  16884 

Guaranty  Bancorp _  17346 

Hanston  Insurance  Agency, 

Inc -  25642 

Harlan  National  Co _  23934 

Hawkeye  Bancorp _  19707 

Homewood  Bancorp,  Inc _  16885 

Independent  Bank  Corp _  27532 

Intermountain  Bankshares  Co_  24959 
International  Bancshares,  Inc..  21075 
Kansas  State  Bancshares,  Inc—  23544 
Klein  Bancorporation,  Inc _  22316 


Lakeland  Financial  Corp _  20863 

Landmands  Corp _  18047 

Manufacturers  National  Corp__  19883 

Marshall  <i  Bsley  Corp _  26589 

Memphis  Trust  Co _ 17199 

Mercantile  Bancorp,  Inc _  19708 

Mercantile  National  Corp _  24771 

Michigan  National  Corp..  21540,  23935 

Mldlantic  Banks,  Inc _  18507, 18600 

Midwest  Bancshares,  Inc _  18505 


Mille  Lacs  Bancshares,  Inc _ 15011, 

26590 
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Mountain  Banks,  Ltd -  23795 

Mountain  Financial  Services. 

Inc . .  18047 

NCNB  Corp _  19708 

National  City  Corp -  22316 

National  Detroit  Corp _  22887, 24959 

North  Florida  Bancshares,  Inc.  20862 

Northeast  United  Bancorp,  Inc. 

of  Texas _  23936 

Old  Kent  Financial  Corp _ 15011, 

26591 

Or\^’ig  &  Co.,  Inc -  16885 

Osborne  Investments,  Inc _  26587 

Padgett  Agency.  Inc - 21540 

Pan  American  Bancshares,  Inc.  22317 

Patmational  Group,  Inc -  15455 

Peoples  Bancorp _  18047,  24960 

Peoples  Banking  Corp _  17200,  27078 

Peoples  State  Holding  Co - 21076 

Pfister,  Inc _  22046 

Plaza  National  Bancshares,  Inc.  20139 

Popular  Bancshares  Corp _  25641 

Ranco  Banshares,  Inc -  27302 

Republic  of  Texas  Corp -  15455 

SYB  Corp _ 21076 

Security  Bancorp -  24960 

Sooner  Bancshares,  Inc -  23544 

T.N.B.  Financial  Corp -  17201 

Texas  Commerce  Bancshares, 

Inc _  22318,  23544 

Toronto-Dominion  Bank _  23544 

Union  Illinois  Co _  25641 

United  Banks  of  Colorado, 

Inc _  17346.  17347,  21077,  26591 

United  Jersey  Bank -  27532 

United  Jersey  Bank/North¬ 
west  _  25041 

United  Jersey  Banks -  19543 

United  Missouri  Bankshares. 

Inc  _  19708 

Vici  Bancorp _  23544 

Victoria  Bankshares,  Inc.  16885, 26591 

West  Point  First  National 

Co _  22318 

Westgate  Bancshares,  Inc —  20862 

Westland  Banks,  Inc _  21540,  21541 

Willard  Bancshares,  Inc _ 21542 

Winters  National  Corp _  27079 

Worcester  Bancorp,  Inc _  24960 

York  State  Co _ 19710 


FEDERAL  TRADE  COMMISSION 
Rules 

Advertising  endorsements  and 
testimonials;  guides  concern¬ 
ing  use _ 22127 

Freedom  of  information _  23278 

Motor  vehicles;  designation  of 
model  year;  enforcement 

policy _  23845 

Procedures  and  practice  rules; 
Adjudicative  and  nonadjudica¬ 
tive  procedures;  investiga¬ 
tions  _ 15235,  21708 

Information  confidentiality, 
proposed  mergers;  industry 

guidance,  etc _  15233,  17008 

Rulemaking  procedures,  in¬ 
vestigations,  conferences,  etc.  15232 
Service  of  documents  by  par¬ 
ties  other  than  FTC..  21708,  22827 
Prohibited  trade  practices: 

AAMCO  Automatic  Trans¬ 
missions,  Inc _  14894 

Adams,  J,  D.,  Co _  15868 

Akron  Fashions,  Inc.,  et  al..  23724 

Albertson’s  Inc _  19445 

American  Credit  Bureau,  Inc., 
et  al.;  correction _  16654 


Page 

American  Cyanamld  Co _  14579 

Atlantic  Industries.  Inc.,  et  al.  27018 
Automated  Building  Com¬ 
ponents,  Inc _  15869 

Bagatelle  International  Ltd., 


Barnes,  Robert  N.,  et  al _  19459 

Barr,  W.  M..  &  Co _  14896 

Bellvue  Loan  Co.  et  al _  14903 

Bestline  Corp.  et  al _  19447,  21932 

Bristol-Myers  Co.  et  al _  24999 

Brown’s  Quality  Furniture, 

Inc.,  et  al.;  correction _ 16191 

Bussy  Enterprises,  Inc.,  et  al.  20613 

C.  E.  B.  Products,  Inc.,  et  al _  19449 

Cambridge  Camera  Exchange, 

Inc.,  et  al _  19452 

Commercial  Investors,  Inc.,  et 

al _  25802 

Commodore  Corp _  18979, 24895 

Coors,  Adolph,  Co _  14894 

Cubco,  Inc.,  et  al _  27020 

Deltown  Foods,  Inc.,  et  al..  19453 

Duofold,  Inc _  15869 

Eaton  Yale  &  Towne,  Inc., 


Eicoff,  A.  &  Co . . 19444 

Fashion  Floors,  Inc.,  et  al _  25808 

Fedders  Corp.;  correction _ 16191 

Federated  Sanitary  Corp.  et 

al  _ 14896 

Filmdex  Chex  System  Inc., 


Fleetwood  Enterprises,  Inc _  18983 

Fuqua  Industries,  Inc.,  et 

al _ _  14741,  16654 

General  Motors  Corp.  et  al._  15870 
Georgia  Agency  Co.,  Inc. 

et  al _  25000 

Grand  Furs  Ltd.  et  al _  19640 

Great  Atlantic  k  Pacific  Tea 

Co.,  Inc _  19455 

Hallberg  Homes.  Inc.,  et  al _  19455 

Hansen,  Roy  D.,  et  al _  25803 

Health  Spa  International, 

Inc.,  et  al _  19640 

Holiday  Magic,  Inc.,  et  al _  14579 

Hydro- Air  Engineering,  Inc..  15386 
Insurance  Budgeting  Inc.,  et  al; 

correction _  16300 

Insurance  Finance  Plan  Co.,  et 

al - -  14580 

Jonel  Pay  Plan,  Inc.,  et  al _  24999 

Kassler&Co _  14897 

Kustom  Enterprises,  Inc.,  et  al_.  26261 

Levinson,  Julian  L.,  et  al _  25804 

Litton  Industries,  Inc _  18989 

Martin  Industries,  Inc.,  et  al _  14580 

Maryland  Carpet  Outlet  Inc.,  et 

al _ 25805 

Maschek,  Miriam  Inc.,  et  al _  19456 

Men's  Market  Service  Inc.  et  al.  14898 

Mooney,  Hugh  et  al _  19456 

National  Dynamics  Corp.  et  al_.  19459 

Phillips  Petroleum  Co _  14582 

Redman  Industries,  Inc.,  et  al..  18989 

Rizzi,  Steven,  et  al _  18987 

Rouse  Co _  27021 

Sanders,  J.  M.,  Jewlery  Co _  14899 

Sczerbinski,  Peter,  t/a  Budget 

Service  Co _  25002 

Silani,  Andrew  A _  19446 

Simopoulos,  Ted  P.,  et  al _  25810 

Sir  Carpet,  Inc.,  et  al _  16050 

Skyline  Corp _  19460 


Page 
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Tax  Corporation  of  America 

(Maryland),  et  al _  19464 

Theodore  Stephen  Co.  Inc.,  et 

al _  14900 

Town  Finance  Corp.  et  al -  14903 

Uni-Service  Credit  Corp.,  et  al__  19465 
Universal  Credit  Acceptance 

Corp.  et  al _  19466 

Valley  Acceptance  Corp.  et  al__  27239 

Valley  Premium  Plan  et  al _  14904, 

17838 

Weaver  Airline  Personnel 

School,  Inc.,  et  al _  15872 

Wendelken-Simminger  and  Co., 
et  al _  25810 

Proposed  Rules 

Credit  practices _  16347,  25607 

Detergent  products;  packaging 
and  labeling  requirements;  re¬ 
quests  for  comments _  26283 

Drugs,  prescription,  retail  price 

disclosure _  24031,  24755 

Endorsements  and  testimonials; 

guides  concerning  use _ 22146 

P<x)d  advertising _  23086,  23897 

Hearing  aid  industry _  26646 

Mobile  home  sales  and  service _  23334 

Procedures  and  practice  rules: 
Adjudicative  pr<x:eedings,  etc..  15237, 
15239,  20110,  21047,  22146,  25032 
Communications,  ex  parte;  sep¬ 
aration  of  functions..  15245,  25032 

Rulemaking  procedures _  15237, 

20109,  25032 

Schools,  proprietary  vocational 
and  home  study;  advertising, 
disclosure,  cooling  off  and  re¬ 
fund  requirements _  21048,  23091 

Trade  practice  rules,  various  in¬ 
dustry  guides;  rescissions;  op¬ 
portunity  to  comment _ 21047 

Notices 

Cigarette  testing  results;  tar  and 

nicotine  content _  16247,  17081 

Consent  agreements;  cease  and 
desist: 

Xerox  Corp _  18601,  20358 

Corporate  Patterns  Survey  for 

1972;  meeting _  22610 

Line  of  business  reporting  pro¬ 
gram: 

Confidentiality  rules  and  proce¬ 
dures;  1974  reporting  year _  21542, 

22318 

Forms  for  data  collection,  etc.; 

proposed;  hearing _  17081, 

17348,  21543 

Textile  mill  products  industry;  re- 

clssion  of  enforcement  policy _ 21078 

Warranty  guidelines;  implemen¬ 
tation  policy _  25721 

FISCAL  SERVICE 
Proposed  Rules 

Payments  through  financial  orga¬ 
nizations,  other  than  by  check.  16669 
Notices 

Social  security  and  railroad  re¬ 
tirement  beneficiaries;  deceased 


payees;  payments;  Treasury 
checks  endorsement  proce¬ 
dures  _  20959 

Surety  companies  acceptable  on 
Federal  bonds: 

Atlas  Assurance  Co.,  Ltd.,  U.S. 

Branch _  27271 

Bankers  Fire  &  Casualty  Insur¬ 
ance  Co _  25696 


Page 

Celina  Mutual  Insurance  Co _  27271 

Equitable  General  Insurance 

Co . 27500 

Houston  General  Insurance  Co.  27500 
Mercantile  &  General  Reinsur¬ 
ance  Co.  of  America _ 21744 

Rural  Mutual  Insurance  Co _ 21744 

S  &  H  Insurance  Co.;  name 

change  _  18008 

Unigard  Mutual  Insurance  Co._  24035 


FISH  AND  WILDLIFE  SERVICE 


Rules 

Anadromous  fisheries  conservation 

development  and  enhancement.  26677 
Fishing: 

Erie  National  Wildlife  Refuge, 

Pa  _  17992 

Kirwin  National  Wildlife  Ref¬ 
uge,  Kans _  14766 

Lake  Ilo  National  Wildlife  Ref¬ 
uge,  N.  Dak _  19009 

Long  Lake  National  Wildlife 

Refuge,  N.  Dak _  16320 

Missisquoi  National  Wildlife 

Refuge,  Vt _ 18175 

Moosehorn  National  Wildlife 

Refuge,  Me _ 18175 

National  Elk  Refuge,  Wyo _  19009 

Ravalli  National  Wildlife  Ref¬ 
uge,  Mont _  20822 

Rice  Lake  National  Wildlife  Ref¬ 
uge,  Minn. _ _  14920 

Salyer,  J.  Clark,  National  Wild¬ 
life  Refuge,  N.  Dak _ 16210 

Tewaukon  National  Wildlife, 

Refuge,  N.  Dak _  14920 

Grants-in-aid,  administrative  pro¬ 
cedures  for _  23281 

Hunting: 

Crescent  Lake  National  Wild¬ 
life  Refuge,  Nebr _  25464 

Mark  Twain  National  Wildlife 

Refuge,  Ill -  19827 

Mingo  National  Wildlife  Refuge, 

Mo _  14920 

Organization  and  functions: 

Law  enforcement  districts;  ad¬ 
dress  changes _  17575 

Public  access,  use,  and  recreation : 
Amagansett  National  Wildlife 

Refuge,  N.Y _ 18173 

Back  Bay  National  Wildlife  Ref¬ 
uge,  Va.;  correction _  17261 

Cabeza  Prieta  National  Wildlife 

Refuge.  Ariz _  26036 

Chincoteague  National  Wildlife 

Refuge,  Va _ 18173 

Erie  National  Wildlife  Refuge, 

Pa _ 18174 

Izembek  National  Wildlife 

Range,  Alaska _ 21032 

Kenai  National  Moose  Range, 

Alaska _  24907,  25025 

Missisquoi  National  Wildlife 

Refuge,  Vt _ 18174 

Moosehorn  National  Wildlife 

Refuge,  Me _ 18174 

Morton  National  Wildlife  Ref¬ 
uge,  N.Y _ 18174 

Nantucket  National  Wildlife 

Refuge,  Mass _  20283 

Presqulle  National  Wildlife  Ref¬ 
uge,  Va _ 18175 

Target  Rock  National  Wildlife 

Refuge,  N.Y _ 18175 

Stamp  contest;  migratory  bird 
hunting  _  25826 


Proposed  Rules 

Endangered  species  of  fish,  wild¬ 
life,  and  plants;  conservation; 
financial  assistance,  cooperation 

with  States _  18447 

Endangered  and  threatened  spe¬ 
cies  ;  fish,  wildlife,  and  plants : 

Butterflies  _  17757 

Fauna  list _  17590 

Snail  darter _  25597 

Trout  species _  17847 

Tuna,  Atlantic  bluefish _  14767 

Turtles,  green  sea _  21974,  25217 

Endangered  and  threatened  wild¬ 
life;  permit  provisions _ 21977 

Hunting: 

Bamegat  National  Wildlife  Ref¬ 
uge,  N.J _  19651 

Cibola  National  Wildlife  Refuge, 

Ariz.  and  Calif _  25217 

Nunivak  Wildlife  Refuge,  Alas¬ 
ka  _  23474, 25241,  27242 

Santee  National  Wildlife  Ref¬ 
uge,  S.C _  25217 

Marine  Mammals;  hearing  proce¬ 
dures  on  regulations  _  23307 

Migratory  bird  hunting: 

Continental  United  States  and 

Hawaii  _  20090,21980,24527 

Puerto  Rico  and  Virgin  Islands.  17263 
Stamp  contest:  migratory-bird 
hunting  _ 19013 

Notices 

Coyote  damage  control;  cattle, 
sheep  and  goats;  report  on  emer¬ 
gency  use  of  M-44  devices _ 15918 

18475,  24222,  26285 
Endangered  species;  critical  habi¬ 
tat  areas : 

Crane,  Mississippi  sandhill; 

emergency  determination _  27501 

Information,  designation.  17764,  21499 
Endangered  species;  status  review 
for  proposed  listing : 

Crustaceans,  fresh  water _  18476 

Leopard  and  clouded  leopard..  17611 

Plants,  U.S _ 17612 

Sponges,  fresh  water _  17764 

Endangered  species  permits,  appli¬ 
cations  _  14957 

15407,  15918,  15919,  16103,  16353, 
17176,  17604,  17607,  19024,  20831, 
20832,  20833,  20964,  20965,  22153, 
22154,  23093,  23094,  23095,  23097, 
23341,  23343,  23483,  23484,  23485, 
23487,  23774,  23900,  24222,  24368, 
24544,  24923,  24924,  24925,  24926, 
24927,  24928,  24929,  24931,  24932, 
24934,  24935.  25236,  25239,  25240. 
25732,  25734,  25736,  25737,  25738, 
25739,  27275,  27276,  27278,  27279 
Hunting : 

Nunivak  National  Wildlife  Ref¬ 


uge,  Alaska;  hearing _  25241 

Marine  mammal  applications : 

Costa,  Daniel  Paul _  27272 

Jackson  Zoological  Park _ 16104 

Louisville  Zoological  Garden _ 16105 

Ray,  Dr.  G.  Carleton,  et  al _  18477, 

22853 

Sea  World  Inc _  27280 

Siniff,  Donald  B.,  et  al _  23097 

Meetings; 

Migratory  Shore  and  Upland 
Game  Birds  Annual  Regula¬ 
tions  Conference _  24368 
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FOOD  AND  DRUG  ADMINISTRATION 


Rules 

Administrative  practices  and  pro¬ 
cedures,  enforcement,  authority 

delegations,  etc _  22950,  26027 

Animal  drug  applications,  spon¬ 
sor;  name  change _  18993, 

22543,  25448 

Animal  4lrugs.  feeds,  end  related 
products : 

Bambermycins,  amprolium, 

ethopabate,  roxarsone _ 22131 

Chloramphenicol  tablets -  26273 

2  -  Chloro  -  1  -  (2,4,5-trichloro- 
phenyl)  vinjT  dimethj’l  phos¬ 
phate  _  21028 

Dexamethasone  tablets _  26273 

Doxapram  hydrochloride  inject- 

tion _  17838 

Methanearsonic  acid - 22132 

Methoprene _  23071,  26027 

Phenylbutazone  injections,  tab¬ 
lets,  or  boluses _  18994, 

23847,  25812 

Prednisolone  sodium  phos¬ 
phate  _  18549 

Ronnel _  24721 

Sodium  thiamjial  for  injec- 

tiwi _  25812 

Sterile  ampicillin  trihj’drate 
suspension;  penicilUn  anti¬ 
biotic  drug _  24360 

Thiabendazole-trichlorfon _  23071 

T^iosin _ 18168, 

20270,  20271,  20617,  23070,  25812 
Biological  products ; 

Rubella  virus  vaccine,  live;  test 

for  safety -  25813 

Color  additives: 

Aluminiun  hydroxide  et  al _  15087 

D  &  C  Green  No.  6  for  surgical 

sutures _ 18167 

FD&C  Red  No.  40;  effective 

date _  15087 

Cosmetic  products;  warning  state¬ 
ments.  packaging  labels _ 16192, 

18426,  23458,  23998,  24442,  25585, 
26675 

Environmental  impact  considera¬ 
tions  _  16662 

Food  additives: 

Adhesives _  21934,  26267.  26268 

Cacao  products  and  confection¬ 
ery  . -  24162 

Castor  oil,  poly  oxyethylated;  in 
manufacture  of  paper  and 

paperboard _  22251 

2,4-Dichlorophenoxyacetic  acid 

in  potable  water _  26675 

Dimethyl  phosphate  of  3-hy- 


droxy-N-mcthyl-C/S  -  croton- 
amide;  pesticide  tolerances..  18167 
Filters,  microporous  polymeric.  25811 
Lubricants  with  incidental  food 


contact _  26268 

2  -  (1  -  Methylethoxy)  phenol 

methylcarbamate  _  20793 

Paper  and  paperboard  compo¬ 
nents  _  25205 

Plasticizers  in  polymeric  sub¬ 
stances  _  23996 

Polyester  elastomers _  26269 

Polyhydrlc  alcohol  esters  of  long 

chain  monobasic  acids _  14905 

Propargite _ 17142 

Propylene  glycol  azelate _  14905 

Resinous  and  polymeric  coat¬ 
ings  .  23997,  25205,  26269 

Salt;  riectrolytic  diaphragm 
process;  stay  of  effective 
date- . — . .  26674 


Page 

Simazine  _  14592 

Slimicides  _  14905 

Food  identity  standards,  etc. : 

Cheeses  and  cheese  related 

foods;  cottage  cheese _  22250 

French  dressing _  18425 

Market  testing,  temporary  per¬ 
mits  for _ 21721 

Milk  and  cream _  18549 


Salmon.  Pacific,  canned _  22540,  26267 

Seafood  cocktail  and  frozen 
dinners;  common  or  usual 
names;  stay  of  effective  date.  26267 

Sirups,  table _ 21723 

Soda  water;  nonalcoholic  bev¬ 
erages  _  26266 

Soft  drinks  in  bottles;  exemp¬ 
tions  _  26262 

Water,  bottled _  21932,23725 

Food  labeling;  foreign  language 

requirements _  23996 

Human  drugs; 

Antacid  and  antiflatulent  prod¬ 
ucts;  over-the-covmter  drugs.  22542 
Antibiotic  and  antibiotic  con¬ 
taining  drugs,  tests  and  meth¬ 
ods  of  assay _  22251 

Candicidin _  15089 

Cephapirin  sodium _  23725 

Cephradine _  26270 

Clinical  research  standards;  ac¬ 
ceptance  of  foreign  data _  16053, 

18993 

Methicillin;  pyrogens  test _  15088 

Neomycin  vaginal  suppositories.  14906 
Oligosaccharide  and  peptide  an¬ 
tibiotic  drugs _  22252 

Zinc  bacitracin _  15088,  19194 

Radiological  health;  microwave 
ovens;  performance  standards.  14750, 

16663 

Reorganization  and  recodification; 

correction _  26027,  26508 

Sunlamps  and  medical  ultraviolet 
lamps;  record  and  report  re¬ 
quirements;  extension  of  date 

for  .submission  of  reports _  26052 

Tea  standards _  26508 

Turtles,  ban  on  sale;  communi¬ 
cable  disease  control _  22543 

Proposed  Rules 

Administrative  review  of  deci¬ 
sions;  effective  indications  for 

drugs;  withdrawal _  22841 

Biological  products; 

Sterility  testing;  Alternative 
Thioglycollate  Medium;  de¬ 
letion  _  18176 

Vaccines,  smallpox  and  mea.sles; 
testing  for  potency  and  safety ; 

correction _ 17151 

Cosmetic  products;  zirconium  In 

aerosol  drags  and  cosmetics _  24328. 

25218 


Food  additives: 

Salt;  electrolytic  diaphragm 
process;  proposed  revocation.  26683 
Food  identity  standards,  etc.: 

Cherries,  canned _  26276 

Dietary  food,  special _  23244 

Frozen  desserts  and  dairy  prod¬ 
ucts;  exemption  from  label  re¬ 
quirements  _  26682 

Lemonade  and  colored  lemon¬ 
ade,  frozen  concentrate _  16085 


Sweeteners,  nutritive;  glucose 
sirup  and  dried  gluco.se  sirup.  21736 


Page 


Human  drugs: 

Antacid  products;  over-the- 
counter  di'ugs;  testing  proce¬ 
dures  _  22553 

Bioavailability  and  bioequiv¬ 
alence  requirements _  26157,  26164 

Information  requirements  in  ab¬ 
breviated  new  drug  applica¬ 
tions  _  26156 

Labeling  fonnat  for  prescrip¬ 
tion-drug  advertisements _  15392, 

24909 

Marketing  conditions  for  pre¬ 
scription  drugs _ 26142 

New  drugs  on  market  without 
approved  applications;  with¬ 
drawn  _  26142 

New  prescription  drugs;  bio¬ 
availability  requirements; 

withdrawn _ 26142 

Over-the-counter  drugs;  laxa¬ 
tive,  antidiarrheal,  etc.;  moir- 

ographs  for;  correction _  13001 

Radiological  health: 

Microw’ave  diathermy  equip¬ 
ment  _  23877 

Microw^ave  ovens;  concealed  in¬ 
terlocks  and  insertion  of  ob¬ 
jects  _  27038 

Sunlampts;  safety  standards _  25830 

X-ray  systems,  diagnostic;  in¬ 
traoral  radiographic  film _  24528 

X-ray  systems,  diagnostic;  per- 

fonnance  standards _  24909, 

25830,  26277 

Shellfish  safety  program _  25916 


Notices 

Animal  drugs; 

Curatin  tablets;  withdrawal  of 

approval _  23351 

Intramammary  infirsion  prod¬ 
ucts  for  treating  mastitts _  23918 

Phenazoid  and  phenazoid  com¬ 
pound;  withdrawal  of  approv¬ 
al  _ 22858 

Tiguvon  spray  concentrate _  25706 


Animal  feeds,  meat  and  poultry 
with  drug,  pesticide,  and  indirs- 
trial  chemical  residues;  memo¬ 
randum  of  understanding  with 

APHIS . . .  16228,  20123 

Cardiac  pacemakers;  interference 
by  antitheft  devices;  meeting..  23500 
Committees,  panels;  establish¬ 
ment,  renewals,  etc. : 

Bacterial  Vaccines  and  Toxoids 


Review  Panel _  18205 

Gastroenterology  and  Urological 

Devices  Review  Panel _  18205 

Hemorrhoidal  Drugs  Review 

Panel _ 16708 

Obstetrical  and  Gynecology  De¬ 
vices  Review  Panel.: _  18206 

Ophtlialmic  Drugs  Rerfew  Pan¬ 
el  _ 16708 

Cosmetic  labeling;  designation  of 
ingi-edients;  request  for  data  and 

information _  23501 

Dairy  products,  certain;  exten¬ 
sion  of  uniform  effective  date  for 

new  food  labeling  regulations _  19860 

Environmental  statements;  avail¬ 
ability,  etc.: 

Plastic  bottles  for  carbonated 

beverages _  16708 

Fish  meal  and  related  products; 
inspection  program;  agreement 
with  APHIS  and  NOAA. .  14787 


Page 
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Pood  additives;  petitions  filed  or 
withdrawn; 

Cincinnati  Milacron  Chemicals, 

Inc _  19513,  25501 

DuPont,  E.  I.,  de  Nemours  &  Co., 

Inc _ 

Eastman  Chemical  Products, 

Inc _ 

Emser  Werke  AG _ 

General  Mills  Chemicals,  Inc._  20973 

ICI  America  Inc _ 

Lonza,  Inc _ 

Mitsui  Petrochemical  InduS' 

tries.  Ltd _ 

Petrolite  Corp _ 

Pfizer,  Inc _ 

Rohm  &  Haas  Co _ 

Union  Carbide  Corp 
Vestal  Laboratories. 

Food  additives;  polychlorinated 
biphenyls;  hearing,  conference.  19514 
Pre^om  of  information;  guide¬ 
lines  for  preparation  of  sum¬ 
maries;  new  animal  drugs _  27286 

GRAS  status: 

Ozone  for  disinfecting  bottled 

water  _  26723 

Hearing  aid  health  care;  public 

hearing _  17305 

Human  drugs: 

Alpha  amylase;  withdrawal  of 

approval _  20844 

Bamadex  sequels;  withdrawal 

of  approval _  22570, 25614 

Chlorquinaldol  and  Hydrocorti¬ 
sone  or  Triclobisonium  Chlo¬ 
ride  and  Hydrocortisone....  17867, 

20336 

Chlorzoxazone  in  combination.  14961 

Direct  sky  blue  injection _  14961 

PHiracin  vaginal  suppositories, 

withdrawal  of  application _  23502 

Hydrofiumethiaziadde  syrup; 

withdrawal  of  approval _ 21755 

In  vitro  diagnostic  products; 
establishing  standards  for  use 
in  nontreponemal  tests  for 

syphilis  _  17058 

Nitrofuran  drugs;  tricofuron 
vaginal  powder  and  supposi¬ 
tories  and  furoxone  liquid _  23501 

Oxethazaine  and  aluminum  hy¬ 
droxide  gel;  gastrointestinal.  14962 
Oxycodone  with  Homatropine 

or  Pentylenetetrazol _  17868 

Pipradrol  hydrochloride  tablets.  14963 
Polycarbophil  and  thihexinol 
methybromide;  withdrawal  of 

approval _  23351 

Talbutal  tablets _  14963 

Thiazides;  certain;  opportunity 

for  hearing. . .  21751,  24227 

Medical  device  experience  data; 
memorandum  of  understanding 

with  V.A _ 18482 

Medical  devices  classification  pro¬ 
cedures  _  21848 

Meetings: 

Advisory  committees,  panels, 

etc. .  17051. 

19514,  20123,  21848,  22568, 

24226,  25840,  27068 
Biometric  and  Epidemiological 
Methodology  Advisory  Com¬ 
mittee,  et  al .  17866,  19513 

Blood  and  Blood  Derivatives  Re¬ 
view  Panel _  23919 

Cardiac  pacemakers;  Interfer¬ 
ence  by  antitheft  devices _  23500 


Page 

Cardiovascular  and  Renal  Ad¬ 
visory  Committee _  18828, 

22162,  23508 

Cold,  Cough,  Allergy,  Broncho- 
dilator  and  Antiasthmatic 

Drugs  Review  Panel _  19859 

Dentifrices  and  Dental  Care 

Agents  Review  Panel _  14788 

Food  and  Drug  National  Ad¬ 
visory  Committee _  25243 

Medical  Radiation  Advisory 

Committee _ 15111 

Pouches,  retortable  laminated; 

food  packaging _  22017 

Psychopharmacological  Agents 

Advisory  Committee _ 21061 

Radiation  hazards;  Iodine-123 
production  in  nuclear  medi¬ 
cine  _  18482 

Radiological  Health  Bureau _  26052 

Shellfish  Sanitation  Workshop.  25614 
Surgical  Drugs  Advisory  Com¬ 
mittee  _  23352 

Methadone  for  treatment;  pro¬ 
posed  denial  of  approval;  hear¬ 
ing  _  24954 

Milk,  pasteurized,  ordinance  and 
interstate  milk  shippers  pro¬ 
gram;  Federal-State  programs.  19513 
Pesticides,  misuse  and  contamina¬ 
tion;  enforcement  activities _  25078 

Pouches,  retortable  laminated; 

food  packaging;  meeting -  22017 

Radiation  hazards:  Iodine-123 
production  in  nuclear  medicine; 

meeting _  18482 

Recalled  products  for  human  con¬ 
sumption;  recall  and  disposi¬ 
tion;  memorandum  of  under¬ 
standing  with  APHIS.. .  25079 

Shellfish  Sanitation  Workshop; 

meeting _  25614 

Sunlamps  and  medical  ultraviolet 
lamps,  extension  of  report  sub¬ 
mission  date _  26052 

Telecommunication  equipment; 
memoranda  of  understand¬ 
ing: 

Alabama  Department  of  Agri¬ 
culture  and  Industries -  25705 

Alaska  Health  and  Social  Serv¬ 
ices  Department _  19226 

Arizona  Department  of  Health 

Services _  16227 

Arkansas  Department  of _ 

Health  .  18827 

California  Department  of 

Health _ 15421 

Colorado  Department  of  Health.  18202 
Connecticut  Department  of 

Consiuner  Protrotion _  23347 

D.C.  Department  of  Environ¬ 
mental  Services -  18202 

Delaware  Department  of  Health 

and  Social  Services _  17303 

Florida  Department  of  Agricul¬ 
ture  and  Consumer  Services..  18015 
Florida  Health  and  Rehabilita¬ 
tive  Services  Department - 15112 

Georgia,  Agriculture  Depart¬ 
ment  _  15111 

Hawaii  State  Department  of 

Health  .  27069 

Idaho  Department  of  Health 

and  Welfare _ 18015 

Illinois  Department  of  Public 

Health _ 15421 

Indiana  State  Board  of  Health.  15422 


22015 

18575 

20972 


25502 
24040 

26052 
18206 
25502 
23919 
20337 
18206, 18575 


Iowa  Department  of  Agricul¬ 
ture  _  15113 

Kansas  Department  of  Health 

and  Environment _  18203 

Kentucky  Department  of 

Human  Resources _  18203 

Louisiana  Health  and  Human 

Resources  Administration _  15423, 

^  19513 

Maine  Department  of  Agricul¬ 
ture  _  22016 

Maryland  Department  of  Health 

and  Mental  Hygiene _ 18016 

Massachusetts  Department  of 
Public  Health,  Division  of 

Food  and  Drugs _  18204 

Michigan  Agriculture  Depart¬ 
ment  _  19226 

Minnesota  Department  of  Agri¬ 
culture  _  15423 

Mississippi  Department  of  Agri¬ 
culture  and  Commerce _  17620 

Missouri  Department  of  Social 

Sciences _  23348 

Montana  Department  of  Health  ' 
and  Environmental  Sciences.  17303 
Nebraska  Department  of  Agri¬ 
culture  _  23348 

Nevada  Department  of  Health, 
Welfare  and  Rehabilitation..  22015 
New  Hampshire  Department  of 

Health  and  Welfare _  15424 

New  Jersey  State  Health  De¬ 
partment  _  15113 

New  Mexico  Department  of 

Agriculture _  15425 

New  York  Environmental  Im¬ 
provement  Agency _  15425 

New  York  State  Department  of 

Agriculture  and  Markets _ 18017 

North  Carolina  Department  of 

Agriculture _  23349 

North  Dakota  State  Laborato¬ 
ries  and  Consumer  Affairs _  18480 

Ohio  Department  of  Agricul¬ 
ture  _  23350 

Oklahoma  State  Department  of 

Health  _ 18017 

Oregon  Department  of  Hiunan 
Resources,  Health  Divi¬ 
sion  _  18205 

Oregon  State  Department  of 

Agriculture  _  17304 

Pennsylvania  Department  of 

Agriculture  _  17058 

Rhode  Island  Department  of 

Health _  18018 

South  Carolina  Department  of 

Agriculture _ 15114 

South  Dakota  Department  of 

Agriculture _ 18019 

Tennessee  Department  of  Agri¬ 
culture  _  23350 

Texas  State  Department  of 

Health  _  18481 

Vermont  Health  Department..  20661 
Washington  State  Agriculture 

Department  _ 15115 

West  Virginia  Department  of 

Agriculture _  25705 

Wisconsin  Department  of  Agri¬ 
culture  _  18481 

Wyoming  Department  of  Agri¬ 
culture  _  15426 


Work-sharing  program;  drug 
manufacturers,  repackagers, 
and  distributors;  memoranda 
of  understanding: 

Pennsylvania  Department  of 
Health .  22858 
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FOOD  AND  NUTRITION  SERVICE 
Rules 

Food  stamp  program : 

State  agency  and  eligible  house¬ 
hold  participation _  16320.20284 

State  agency  outreach  action _  16069 

Fi-eedom  of  information;  avail¬ 
ability  of  records -  23719 

SclKwl  breakfast  and  nonfood  as¬ 
sistance  programs  and  State  ad¬ 
ministrative  expenses _ 17148 

School  lunch  program;  food  serv¬ 
ice  program  for  children;  sum¬ 
mer  reimbursement  rates _  20611 

Proposed  Rules 
Food  stamp  program ; 

Application  opportunities  for 
persons  apph'ing  for  Federal 


assistance  _  26042 

State  agency  and  eligible  house¬ 
hold  participation _  20284 


Notices 

Food  stamp  program;  income 
standards  and  coupon  issuance.  19856, 
20837.  20838,  20839,  20840,  20841 
Income  poverty;  guidelines  for  de¬ 


termining  eligibility _  19028 

FOREIGN  AGRICULTURAL  SERVICE 
Rules 

Freedom  of  information _  27008 


FOREIGN  ASSETS  CONTROL  OFFICE 
Rules 

Blocked  countries;  securities 
transactions,  etc.: 

Cambodia  _  17262 

South  Viet-Nam _  19202,20952 

FOREIGN-TRADE  ZONES  BOARD 
Notices 

Foreign-trade  zone  applications: 

Chicago.  Ill-_.__-  16725,23936,24574 

Dorchester  County,  S.C _  25613 

Portsmouth,  Va _  17884 

FOREST  SERVICE 
Rules 

Fire  protection  program,  rural 

community  _  17556 

Youth  Conservation  Corps  pro¬ 
grams;  grants  to  States  for 
establishing _ 16316 

Proposed  Rules 

Grazing  advisory  boards;  estab¬ 
lishment  procedures _  16335 

Notices 

Environmental  statements;  avail¬ 
ability,  etc.: 

Apache-Sitgreaves  National 


Forests _ 19511 

Apache-Sitgreaves  and  Tonto 
National  Forests,  ChoUa  Proj¬ 
ect  _  17188 

Basket  Bay  No.  2,  timber  sale..  16226 

Big  Moimtain  Ski  Resort _  24038 

Big  Piney  Planning  Unit _  23344 

Boise  National  Forest,  Cascade 

Planning  Unit _  24223 

Boise  National  Forest,  Squaw 

Creek  Planning  Unit _  26051 

Caribou  National  Forest,  Big 
Horn  Sports  Site _  25036 


Page 

Chains  and  Sawtooth  National 
Forests.  Pioneer  Mountain 

Planning  Unit -  25037 

Cherokee  National  Forest,  Hl- 

wassee  Unit  Plan _  27065 

Chugach  and  Tongass  National 

Forests . .  14786,22856 

Clearwater  National  Forest,  Elk 
Summit  Planning  Unit  plan..  14786 
Cleveland  National  Forest,  Palo- 

mar  Mountain  Unit _ 23100 

Colville,  Okanogan,  and  Wenat¬ 
chee  National  Forests _ 15418 

Deerlodge  National  Forest,  mul¬ 
tiple  use  plan _  26576 

Dixie  National  Forest.  Boulder 

Moimtain  Planning  Unit _ 17138 

Flathead  National  Forest;  oil 
and  gas  lease  application,  ex¬ 
ploration,  and  development-.  27066 

Freshwater  Bay  timber  sale _  24760 

Garden  Valley  Planning  Unit _  20971 

Gifford  Pinchot  National  Forest 

et  al. . 18573,23100 

Grand-Mesa  Uncompahgre  Na¬ 
tional  Forest _  27065 

Gypsy  motii  statement _  15923 

Kootenai  National  Forest,  Eu- 
reka-Grave  Creek  Planning 

Unit . . 16095 

Lakeview  Planning  Unit,  Bon¬ 
ner  Co.,  Idaho _  27066 

Latouche  Island,  timber  sale _  19224 

Maine  Cooperative  Spruce  Bud- 

worm  Supression  Project _  17620 

Malheur,  Umatilla,  and  Wal- 
lowa-Whitman  National  For¬ 
ests;  vegetation  management; 

addendum _  26576 

Modoc  National  Forest,  Triangle 
Ranch  Wetlands  Land  Ex¬ 
change  _  27503 

Mt.  Baker-Snoqualmie  and  We¬ 
natchee  National  Forests _  23099 

Mt.  Hood.  Rogue  River,  and 
Willamette  National  Forests. 

Oreg _  16864 

Nezperce  National  Forest,  Still¬ 
man  Point  Planning  Unit; 

multiple  use  plan _  22014 

Ouachita  National  Forest,  Petit 

Jean  Unit  Plan _  25037 

Ozark-St.  Francis  National  For¬ 
ests  _  18479 

Payette  National  Forest _  17766,  25835 

Portage-Twelve  Mile,  timber 

sale _  19224 

Ouachita  National  Forest,  Forks 

Unit  Plan _  18478 

Quarterly  report _ 17613 

Red  Rock  Peak  Planning  Unit..  17864 
Rio  Grande  National  Forest, 
timber  management  plan  re¬ 
vision  _  24546 

Routt  National  Forest;  revised 

timber  management  plan _  16226 

Salmon  National  Forest,  Moose 

Creek  Basin  Planning  Unit _  18823 

Salmon  Wild  and  Scenic  River 

proposal _  27066 

San  Juan  National  Forest;  tim¬ 
ber  management  plan  re¬ 
vised  _  24038 

Sandia  Mountain  Land  Use 

Plan  _ 17188 

Sandia  Peak  Tram  Co.  land  ex¬ 
change  _  24760 
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Sawtooth  National  Forest,  Black 

Pine  Planning  Unit .  22857 

Sawtooth  National  Forest,  Saw¬ 
tooth  National  Recreation 

Area  _  23910 

Sierra  National  Forest,  Aspcn- 

Horsethief  timber  sales _ 22160 

Siskiyou,  Siuslaw  and  Umpqua 

National  Forests _ 21745 

Six  Rivers  National  Forest, 


Eightmile-BIue  Creek  Units..  14958, 
19857,  23099 


Skagit  Wild  and  Scenic  River 

Study  _  27503 

South  Fork  Payette  River  Plan¬ 
ning  Unit _  26722 

Southern  Chilkat  Study  Area..  19511 
Tongass  National  Forest,  Hon¬ 
ker  Divide  Management  Unit, 

Alaska _  23489 

Virginia  Fall  Cankerw^rm  con¬ 
trol  _  14620 

Wallowa  Valley  Plaiuiing  Unit _  24547 

White  Mountain  National 

Forest  - — .  14786,  21057 

Meetings: 

Carrizo  Grazing  Advisory 

Board _  24546 

Cascade  Head  Scenic-Research 

Ai’ea  Advisory  Council _  23099 

Condor  Advisory  Committee _  15923 

Deschutes  National  Forest  Ad¬ 
visory  Committee _  17188,  23489 

Forest  Research  Advisory  Com¬ 
mittee  _  22566 

Malheur  National  Forest  Graz¬ 
ing  Advisory  Board _ 18013 

Manti  Division  Grazing  Ad¬ 
visory  Board _  19511 

Miguel  District  Grazing  Ad¬ 
visory  Board _  25835 

Nebraska  National  Forest  Live¬ 
stock  Advisory  Board _ 22160, 

23100 

Northeastern  Forestry  Research 

Advisory  Committee _  22566 

Ottawa  National  Forest  Multi¬ 
ple  Use  Advisory  Committee..  17766 
Rio  Grande  National  Forest 

Grazing  Advisory  Board _  24223 

Rock  Creek  Advisory  Commit¬ 
tee  .  17049,  18573,  22160 

Rogue  River  National  Forest 

Grazing  Advisory  Board _  19672 

Routt  National  Forest  Grazing 

Advisory  Board _  18823 

Sawtooth  National  Forest 
Multiple  Use  Advisory  Com¬ 
mittee  _  25037 

South  Kaibab  Grazing  Advisory 

Board . • _ _  26576 

Superior  National  Forest  Ad¬ 
visory  Committee _  26287 

Timpas  Unit  Grazing  Advisory 

Board . 24547 

Umatilla  National  Forest  Graz¬ 
ing  Advisory  Board _  23489 

Union  County  Grazing  Advisory 

Board .  26722 

Wallowa-Whitman  National 
Forest  Grazing  Advisory 

Board . .  18479 

Wliite  Mountain  National  For¬ 
est  Advisory  Committee _ 17189, 

22856 

Winema  National  Forest  Graz¬ 
ing  Advisory  Board _  20118 
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GENERAL  ACCOUNTING  OFFICE 
Rules 

Bid  protest  procedures -  17979 

Proposed  Rules 

Information  collection  clearance; 
proposals  by  regulatory  agen¬ 
cies  _  16686 


Notices 

International  air  transportation; 
fair  competitive  practices  guide¬ 
lines  . .  26076 

Regulatory  reports  review;  pro¬ 
posals;  approvals,  etc _  14807, 

16248, 16728, 16886, 17082, 17348. 
17885, 18047, 18048, 18508, 18618, 
18846, 19238, 20863,  20989, 21078, 
21543, 21544,  22047,  22318,  22610, 
23121, 23381, 23545,  23918,  24250, 
24773,  25252,  25521,  26735,  27302 


GENERAL  SERVICES  ADMINISTRATION 


See  Federal  Register  Office. 

Rules 


Defense  Mobilization  Orders; 
Redeslgnatlon  of  outstanding 

orders _  27218 

Supply  classification;  common 
use  Items _  27219 

Financial  management;  grants- 
In-ald  to  State  and  local  gov¬ 
ernments;  uniform  require¬ 
ments  _  26031 

Procurement _ 14913, 

15880,  16847,  17558,  18445,  18785, 
18996,  19814,  20818,  22255,  25011, 
25450,  25674 

Property  management _ 22256, 

23856,  24361,  25012,  25591,  25592 

Proposed  Rules 

Laboratories,  Federal,  Inventory 
establishment  and  use _  16855 


Notices 


Annual  report  to  President  on 
Federal  advisory  committees, 

1974;  availability  on  microfilm-  22047 
Authority  delegations: 

Secretary  of  Defense _ 16152, 

16248,  16249,  18048,  18618,  19883, 
20139,  25521,  25724,  25725,  26312 

Secretary  of  Interior _ 18510 

CcHnmlsslon  on  Qovemment  Pro¬ 
curement  Recommendations; 
executive  branch  position _  27533 


Environmental  lmpcu;t  state¬ 
ments;  preparation  procedures.  15131 
Government  Procurement  Com¬ 
mission  recommendations: 
Contractor  debarment  policies. 


request  for  comments _  22318 

Executive  branch  position _ 16248, 

17788,  22319,  24774 
Grants  and  contracts.  Federal; 
nonprofit  Institutions,  proposed 

cost  principles;  Inquiry _  22887 

International  Energy  Program; 
voluntary  agreements _ 16042, 


16729, 18509, 24387 

Meetings: 

Architectural  and  Engineering 
Sendees  Regional  Public  Ad¬ 
visory  Panels _ 15131, 

16886,  18048,  18049,  19544,  19883, 
22319,  22320,  23795,  26076 
National  Archives  Advisory 
Council  _ 20139 
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Protection  of  Archives  and  Rec¬ 
ords  Centers  Advisory  Com¬ 
mittee  _ 19883 

Regional  Archives  Advisory 

Council _  17644,  20139, 21790 

Procurement: 

Buses  and  trucks;  ordering  cri¬ 
teria  _  27533 

Cognizant  contracting  officers 
for  Cost  Accounting  Stand¬ 
ards  Board _  17644 

Contract  administration  dis¬ 
putes  _  17788 

Property  management  regula¬ 
tions,  temporary: 

Authority  delegation;  Veterans 

Affairs  Administrator _  27302 

Motor  vehicle  fuel  consumption. 

reduction _  26593 

Prociirement;  automatic  data 
processing  equipment  amd 
data  communications  sys¬ 
tems  _  15131 

Property  transfers;  wildlife  con¬ 
servation; 

Camp  Roberts  Military  Reser¬ 
vation  _  22047 

Sierra  Army  Depot,  portion, 

Herlong,  Calif _ 18510 

Trans- Alaska  Pipeline;  construc¬ 
tion  assistance  priorities _  19238 

Travel;  increased  mileage  allow¬ 
ances  for  use  of  privately  owned 
automobiles _  22182, 22617, 27533 

GEOLOGICAL  SURVEY 
Proposed  Rules 

Outer  Continental  Shelf;  oil,  gas, 
and  sulph\ir  operations;  geolog¬ 
ical  and  geophysical  explora¬ 
tions _  17758,  24193 

Notices 

Geothermal  resource  areas: 

California—  16224, 19026, 19502, 27065 

Idaho  — . - .  19026 

Montana  _  27065 

Montana  and  New  Mexico—..  16225 

New  Mexico  and  Utah _  19026 

Oregon. . 16224,27064 

Meetings: 

Earthquake  Studies  Advisory 

Panel  .  20967 

Oil  and  gas  operations;  disposal 

of  produced  water _  20834 

Outer  Continental  Shelf,  Pacific 
Area: 

Oil  and  gas  production  rates _ 15411 

GOVERNMENT  NATIONAL  MORTGAGE 
ASSOCIATION 

Rules 

Organization  and  functions: 
Attomeys-ln-fact;  Ust,  addi¬ 
tions  and  deletions _  14753 

HAZARDOUS  MATERIALS  REGULATIONS 
BOARD 

Rules 

Code,  ASME;  Incorporations  by 

reference _  18788 

Flammable,  combustible,  and 
pyrophoric  liquids;  defi^tl<ms- 22263, 

25024 

Tanks,  MC  330  and  MC  331  cargo; 
streu  corrosion  cracking _  24902 
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Proposed  Rules  Page 

Hazard  Information  systems; 

Evaluation  criteria  for  various 

systems  _  26688 

Identity  of  hazards;  two-digit 
number  proposal  termi¬ 
nated  _  26687 

Matter  Incorporated  by  reference.  22842 
Motor  vehicles;  catalytic  heaters 
and  repairs  In  closed  buildings.  21485 

Tank  car  head  shields _  17855, 

18563,  22273 

Tank  car  tanks,  uninsulated  pres- 
sime;  construction  prohibition; 
used  In  transportation _  17853 

Notices 

Special  permits  Issued _  16358, 

19876,  24957 

HEALTH,  EDUCATION,  AND  WELFARE 
DEPARTMENT 

See  Aging  Administration. 

Alcohol,  Drug  Abuse,  and 
Mental  Health  Administra¬ 
tion. 

Child  Support  Enforcement 
Office. 

Disease  Control  Center. 

Education  Office. 

Food  and  Drug  Administra¬ 
tion. 

Health  Resources  Adminis¬ 
tration. 

Health  Services  Administra¬ 
tion. 

Human  Development  Office. 
National  Institute  of  Educa¬ 
tion. 

National  Institutes  of 
Health. 

Public  Health  Service. 

Social  and  Rehabilitation 
Service. 

Social  Security  Administra¬ 
tion. 

Rules 

Freedom  of  Information..  18997,26512 
Grants;  provisions,  programs, 
etc.;  award  procedures..  23295, 24003 
Nondiscrimination  (m  basis  of 
sex  In  education  programs  and 

activities  _ 24128 

Nondiscrimination  in  Federal  as¬ 
sistance  programs;  correction..  18173 

Procurement _ 16319 

Proposed  Rules 

Civil  rights  laws  and  authorities; 
consolidated  rules  for  enforce¬ 
ment  _  24148 

Confidentiality  of  alcohol  and  drug 

abuse  patient  records -  20522 

Procurement _  16337, 27039 


Notices 

Committees;  establishment,  re¬ 
newals,  etc.: 

National  Professional  Standards 

Review  Council -  20844 

Contract  awards: 

ATB  Associates;  year-round 

school  evaluation -  26724 

Humsm  Ecology  Institute;  hu¬ 
man  service  development -  17309 

TEAM  Associates;  drcHTOut  rate 
prediction  _  26723 
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HEALTH,  EDUCATION,  AND  WELFARE 
DEPARTMENT— Continued 


Notices — Continued  ***8® 

Hospital  Insurance  premium;  rate 
for  uninsured  acr^;  correction.  17309 
Hmnan  subjects;  protection  as¬ 
surances  and  certificates -  22019 

Insurance,  supplementary  medi¬ 
cal,  for  aged  and  disabled;  eco- 

ncHnic  index  for  PY  1976 -  25502 

Long-term  care  institutions,  sur¬ 
vey  of  persons  in;  program  re¬ 
sults  _  18021 

Meetings: 

Biomedical  Research  Panel, 
President’s  _  16709, 


19515,  20844,  25838,  27505 
Child  and  Family  Development 
Research  Review  Committee.  18485 

Consumer  Advisory  Council _  27070 

Fund  for  Improvement  of  Post¬ 
secondary  Education,  Board 

of  Advisors _  17308, 26724 

Health  Insurance  Benefits  Advi¬ 
sory  Coimcll _  25616 

National  Professional  Standards 

Review  CouncU.  17309,24040,26303 
New  Drug  Regulation  Review 

Panel  _  17063,24228,27070 

Protection  of  Human  Subjects  of 
Bicxnedical  and  Behavioral 
Research,  National  Commis¬ 
sion  _  14968, 

17194,  17774,  19673,  22021,  23508, 
24956,  27069 

Refugees,  President’s  Advisory 

CcKnmittee  on _  22289, 23779 

Rights  and  Responsibilities  of 
WMnen,  Secretary’s  Advisory 

Committee _  14790, 17310, 22577 

Services  and  Facilities  for  De- 
velopmentally  Disabled  Na¬ 
tional  Advisory  Council -  14790, 

26724 

Organization,  functions,  and  au¬ 
thority  delegations: 

Alcohol,  Drug  Abuse,  and  Men¬ 
tal  Health  Administration _  17306, 

17307 

Architectural  and  Transporta¬ 
tion  Barriers  Compliance 

Board _  15427 

Assistant  Regional  Director  for 

Planning  and  Evaluation _ 21510 

Assistant  Secretary  for  Health, 

et  al _  25079 

Assistant  Secretary  for  Health 

Office  _  17307,24374 

Child  Support  Enforcement  Of¬ 
fice;  establishment _  24764 

Disease  Control  Center _  23919 

Education  Office _  19515,  24548 

Food  and  Drug  Administration.  17307 
Grants  and  Procurement  Man¬ 
agement  Office _  27286 

Handicapped  Individuals  Office.  18208 
Health  Maintenance  Organiza¬ 
tions  Qualification  and  Com¬ 
pliance  Office;  establishment.  27505 
Health  Resources  Administra¬ 
tion  _  17308,19515 

Health  Services  Administra- 

Uon _  17308,27286,27505 

Investigation  and  Security  Of¬ 
fice  _  26724 

National  Institute  of  Education.  22019 

National  Institutes  of  Health _  22859 

Regional  Director,  Region  n _ 16125 


Page 

Regional  Director,  Region  m.-  16132 
Regional  Director,  Region  IX..  16120 
Social  and  Rehabilitation  Serv¬ 
ice  _  17622,24764 

Social  Seciu'ity  Administration.  20730, 
21062,  22021,  25080,  27506 

Youth  Development  Office _  18207 

Prison  college  programs  and  Proj¬ 
ect  NewOate;  study  results _  22577 

Professional  Standards  Review 
Organization;  Physician  in¬ 
tention  to  enter: 


Arkansas _  18483 

California _  18483,19862,19863 

Connecticut _  20974,  20975 

District  of  Columbia -  19864 

Florida .  20976 

Idaho . 18484 

nilnois  .  20976 

Iowa  _  20977 

Maine _  19864 

Maryland _  18484, 19865 

Massachusetts  _  20977, 20978 

Michigan _  19866,20978 

Missouri _  20979 

New  Hampshire _ 21509 

New  Jersey _  19866 

New  York..  19867,  19868,  19869,  20979 

Ohio . .  20980 

Oregon _  19870 

Pennsylvania .  18485,  19870,  19871 

Rhode  Island _  20981 

South  Carolina _  19872 

Washington _  19872 

West  Virginia. .  19873 

Wisconsin . .  20981,  21509 

Psychological  well-being  and 


manpower  program  success  re¬ 
lationship;  program  results _  16356 

Sample  design  for  State  cost  and 
caseload  estimates;  program  re¬ 
sults  .  17309 

Schools,  year-roimd;  evaluation; 

program  results _  26724 

Serial  Security  benefit  program; 

cost-of-living  increases..  22289,  23352 
Terminology  and  coding  systems, 
standard;  medical  and  surgical 
procedures _  23779 


HEALTH  RESOURCES  ADMINISTRATION 
Notices 


Meetings: 

Advisory  Committees _  17305, 

19673,  25079 

Federal  Hospltcd  Council _  18206 

Health  Services  Developmental 
Grants  Study  Section;  cor¬ 
rection  _  16708 

National  Advisory  bodies _  19673 


HEALTH  SERVICES  ADMINISTRATION 
Notices 


Grants: 

Infant  sudden  death  syndrome 

project _  14626 

Meetings: 

Maternal  and  Child  Health  Re¬ 
search  Grants  Review  Com¬ 
mittee  _  16709 

HEARINGS  AND  APPEALS  OFHCE 
Notices 

Applications,  etc.: 

Affinity  Mining  Co. . 15105 

Bethlehem  Mines  Oorp _  24035 

Bishop  Coal  Co _  24545 


Page 

Carbon  Fuel  Co _  25609 

Carson  Coal  Co _  20967 

Eastern  Associated  Coal  Corp..  15105 
Eastover  Mining  Co.  No.  4;  cor¬ 
rection  _  18478 

Imperial  Coal  Co _  20967 

Island  Creek  Coal  Co _  17296, 

20968,  20969,  24036 

Itmann  Coal  Co _  24545 

Kaiser  Steel  Corp _ 15106 

McCracken  Coal  Co _ 15106 

North  American  Coal  Corp _ 15107 

Pocahontas  Fuel  Co _  24546 

Republic  Steel  Corp _ 15107 

Westmoreland  Coal  Cb._  17297,  26574 
Zelgler  Coal  Co _  20969 


HISTORIC  PRESERVATION  ADVISORY 
COUNCIL 

Notices 


Meeting.s : 

Advisory  Council _  17628 

George  Rogers  Clark  National 
Historical  Park _ 18210 


HOUSING  AND  URBAN  DEVELOPMENT 
DEPARTMENT 

See  Federal  Disaster  Assistance 
Administration. 

Federal  Insurance  Adminis¬ 
tration. 

Government  National  Mort¬ 
gage  Association. 

Interstate  Land  Sales  Regis¬ 
tration  Office. 

Rules 

Community  development  block 
grants: 

Application  submission  deadline 

extension  _  15089, 

16663,  17987,  23864 
Environmental  review  proce¬ 
dures  _  22253 

Fimd  allocation  and  distribu¬ 
tion,  entitlement  grants,  dis- 
tionary  grants,  etc.;  technl- 
nical  changes _  24692 

Fair  housing;  sex  discrimination 
prohibition .  20079,  20080,  22828 

P’ire  safety  eqiiipment,  loans  for 
purchase  and  installation  in 
muring  homes  and  Intermediate 
care  facilities;  multifamlly  pre¬ 
vious  participation  review  and 


clearance _  17750 

Low  Income  housing: 

Annual  contributions  for  oper¬ 
ating  subsidy;  performance 

funding  system _  17008 

Fair  market  rents  and  contract 
rent  automatic  annual  adjust¬ 
ment  factors _  27478 

Fair  market  rents  for  pa3mients 


programs;  existing  housing.  15580, 

26509 

Housing  asistance  payments; 

existing  housing - 19612 

Housing  assistance  payments; 
finance  and  development 

agencies _  16934 

Housing  assistance  payments; 

new  construction _  18682,  19469 

Housing  assistance  payments; 

substantial  rehabilitation _  18902 

Income  determination  for  eligi¬ 
bility  and  gross  family  con¬ 
tribution  _  15542 


J 
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Tax  exemption;  obligations  of 
public  housing  agencies;  fi¬ 


nancing  _  22829 

Low  rent  public  housing;  proto¬ 
type  cost  limits _  24818 


Mortgage  and  loan  Insurance 
programs; 

Contract  rights  and  obligations; 

special  forbearance  relief- 24182 

Interest  rates _ 21472 

Low  cost  and  moderate  income 

Insurance _  20080 

Multifamily,  nursing  home  and 
group  practice  facility  pro¬ 
grams  _  22828 

Multifamily  housing,  existing; 

interim  rule _  23864 

Rent  supplement  pasmients; 
asset  limits  for  tenant  eligi¬ 
bility  . 21935 

Real  estate  settlement  procedures: 
Applicability;  clarification  of 

property _  26509 

Truth  in  lending .  22448,  23977 


Proposed  Rules 

Federally-owned  and  federally- 
assisted  housing : 

Paint,  lead  based,  poisoning 

prevention _  26974 

Low  income  housing: 

Housing  assistance  payments; 
construction  loans  for  elderly 

and  handicapped _ 21040 

Public  housing  agency  owned 
projects;  personnel  policies 

and  compensation _  24738 

Mobile  homes;  construction  and 

safety  standards _  26930 

Rent  control;  subsidized  projects.  20081 


Notices 

Authority  delegations: 

Acting  Area  Director,  Region 

IV .  20845,  20846 

Acting  Area  Director,  Region 

LX .  20846,  25502 

Acting  Assistant  Secretary  for 

Equal  Opportunity _ 20124 

Acting  Inspector  General _  24228 

Area  Director,  Milwaukee  Area 

office . 14791,  20846 

Assistant  Regional  Administra¬ 
tor  for  Community  Planning 

and  Development _ 20124 

Assistant  Secretary  for  Admin¬ 
istration  and  Deputy  Assistant 
Secretary  for  Administra¬ 
tion  .  24228 

Assistant  Secretary  and  Deputy 
Assistant  Secretary  for  Equal 

Opportunity  _  26053 

Assistant  Secretary  for  Housing 
Production  and  Mortgage 

Credit  et  al_ .  22577,  26578 

Associate  General  Counsel  for 
Equal  Opportunity,  Litigation 

and  Administration _  16869 

Deputy  Area  Director,  et  al.; 

Boston  Region  I _  24041 

General  Manager,  New  Com¬ 
munity  Development  Corpo¬ 
ration,  et  al _  27286 

Regional  Administrator,  Region 
DC -  26053 
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Regional  Administrators,  et  al—  15928, 

22297 

Regional  Counsels _  16869 

Committee;  Mobile  Home  Advi¬ 
sory  Council,  National;  appoint¬ 
ment  of  members _ 19518 

Fair  housing  laws;  training  for 
State  and  local  agency  equiva¬ 
lence  _  20847 

Meetings : 

Maryland  Commission  on  Hu¬ 
man  Relations,  Fair  Housing 

Enforcement  Efforts _  14626 

Missouri  Commission  on  Human 
Rights,  Fair  Housing  En¬ 
forcement  Efforts _  14626,  17624 

Mobile  Home  National  Advisory 

Council _ _  17623,  25844 

Minimum  property  standards;  In¬ 
corporation  by  reference,  etc _ 20124 

Mortgage  loans,  defaults  In  repay¬ 
ment;  hearing _  15928 

Real  estate  settlement  costs; 

information  booklet _  22459,  24041 

Urban  homesteading  demonstra¬ 
tion  program _  26053 

HUMAN  DEVELOPMENT  OFFICE 

See  Aging  Administration. 

Rules 

Head  Start  delegate  agencies; 


appeals  procedures _  25013 

Head  Start  programs;  perform¬ 
ance  standards _  27562 

Proposed  Rules 

Runaway  youth  program  and 
activities  _  17824 


IMMIGRATION  AND  NATURALIZATION 


SERVICE 

Rules 

Allen  deportability,  evidence; 

taking  of  depositions  abroad—  20816 
Documentary  requirements;  Im¬ 
migrants;  waivers _ 21700 

Organization,  records,  etc _  17743 

Representation  and  appearances 
before  INS  and  Board  of  Im¬ 
migration  Appeals _  23271 

Proposed  Rules 

Fees  for  services;  dishonored 

checks _ 16215 

Nonimmigrant  classes;  students; 
full  coxjrse  of  study  and  off- 
campus  employment _  15092 

INDIAN  AFFAIRS  BUREAU 
Rules 

Enrollment: 

Fort  Sill  Apache  Indians _  27444 

Menominee  Tribe  of  Wis¬ 
consin  _  14592,  19011 

Northern  Palute  Indians _  17022 

Fishing: 

Alaska;  Aimette  Island  Re¬ 
serve  -  24183 

Off-reservatlon  treaty;  Identi¬ 
fication  cards _ 24184 

Hearings  and  appeals  pro¬ 
cedures  _  20625 

Housing  improvement  program.  19194 
Loan  guaranty,  insurance,  and 
interest  subsidy;  correction..  20952 
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Operation  and  maintenance 
charges;  irrigation  projects: 

San  Carlos,  Ariz _  26676 

Proposed  Rules 

Business  practices  and  credit 
operations,  etc.  on  Navajo, 

Hopl,  and  Zirni  Reservations; 

extension  of  time _ ! _  18798 

Enrollment: 

Fort  Sill  Apache  Tribe _ 22141 

Warm  Springs  Indians _  26039 

Operation  and  maintenance 
charges;  irrigation  projects: 

Flathead,  Mont _  27035 

San  Carlos  Indian  Project, 

Ariz _  17029 

Notices 

Alcoholic  beverages,  introduc¬ 
tion,  sale  and  possession; 
legalizing;  Port  Belknap 

Reservation,  Mont _  20963 

Authority  delegation: 

Area  Directors  and  Project  Offi¬ 
cer  -  17046 


Superintendents,  school  super¬ 
intendent,  project  engineer.  26050 
Judgment  funds;  plan  for  use 


and  distribution: 

Cheyenne  River  Sioux  Tribe.  19222 
Chlrlcahua  Apache  Indians..  24219 

Iowa  Tribes  of  Okla.,  Kans.,  and 

Nebr _  18009 

Kikiallus  Tribe _ 18010 

Lower  Skagit  Tribe _ 18010 

Lumml  Tribe _ 18011 

Tuscarora  Nation _ 18011 

Warm  Springs  Reservation  Con¬ 
federated  Tribes _  19223 

Yankton  Slotix  Tribe _  18566 

Land  transfer: 

Kiowa,  Comanche  and  Apache 

Tribes  of  Okla _  17047 

Law  and  order  determinations: 

Burns  Palute  Tribe  of  Oreg.  et 

al -  17870 

Port  Mohave  Tribe _  20656,  22152 

Reservation  establishment: 

Coushatta  Indian  Tribe  of 

Louisiana  _  24220 

Retrocession  of  Jurisdiction; 
Nevada  Indian  reservations,  cer¬ 
tain  -  27501 

Tobacco  products  and  liquor;  sale, 
distribution  and  taxation;  Coeur 
d’Alene  Indian  Reservation, 

Idaho - 22151 


INTERIM  COMPUANCE  PANEL  (COAL 
MINE  HEALTH  AND  SAFETY) 

Notices 

Applications,  etc.; 

B  &  S  Coal  Co.,  Inc _  23796 

Buchanan  County  Coal  Corp...  23796, 

24574 

Devonia  Coal  Corp _  24574 

Diteton  Corp.  et  al _  23795 

Eddie  Coal  Co.,  Inc _  16729 

Indian  Head  Mining  Co.  et  al..  24250 

Inland  Steel  Co..  Inc _  16152,  24961 

Joseph  Bros.  Coal  Co _  19884 

Lane  Hollow  Coal  Co _  24574 

Lois  Coal  Co _  15455 

Long  Branch  Coid  Co _  20685 

Maggard  Coal  Co.,  Inc _ 16153 

Sherman  Coal  Co.  et  al _  23796 

W.  It  B.  Coal  Co _  16729,  21071 
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INTERIOR  DEPARTMENT 

See  Bonneville  Power  Administra¬ 
tion. 

Fish  and  Wildlife  Service. 
Geoloffical  Survey. 

Hearings  and  Appeals  Office. 
Indian  Affairs  Bureau. 

Land  Management  Bureau. 
Mining  Enforcement  and  Safe¬ 
ty  Administration. 

National  Park  Service. 
Reclamation  Bureau. 


Rules 

Indian  probate  proceedings;  hear¬ 
ing  and  appeals _  20819 

Procurement _ 15091, 

19477,  20818,  27219 

Property  management - 19477, 

20818,  21854,  21954,  25593 
Youth  Conservatlcm  Corps  pro¬ 
gram,  grants  to  States  for  estab¬ 
lishing  _  22260 

Proposed  Rules 

Alft-skan  Native  Claims  Board; 
hearings  and  appeals  proced¬ 
ures;  corrections _  14603 

Procurement _  17848 


Notices 

Authority  delegations;  Director, 
Bureau  of  Land  Management —  19509 
Committees;  establishment,  re¬ 
newals,  etc.; 

Coal  Mine  Safety  Research  Ad¬ 
visory  Committee _  20331 

on  l^ale  Environmental  Ad¬ 
visory  Panel _  17178,  24369 

Water  Research  and  Education 

Advisory  Committee _ 22157 

WUd  Free-Roaming  Horses  and 
Burros  National  Advisory 

Board _  25035 

Environmental  statements;  avail¬ 
ability,  etc.: 

Big  Caress  National  Fresh 

Water  Preserve,  Fla _  19223 

Bonneville  Power  Administra¬ 
tion  _  15415 

Central  Utah  Project,  Jensen 

Unit _ _ 17188 

Central  Valley  Project,  Calif —  22156 

Coal  mines;  refuse  piles  and 
water,  sediment  or  slurry  im¬ 
poundments;  mandatory 

safety  standards -  26286 

Colorado  River  Basin  Salinity 

Control  Project,  Title  I _  26285 

Cowpens  National  Battlefield _  26285 

Fire  Island  National  Seashore _  17048 

Fryingpan-Arkansas  Project, 

Colo _ 17612 

Glen  Canyon  National  Recrea¬ 
tion  Area _  19223 

Indiana  Dunes  National  Lake- 

shore  _  22853 

Klamath  Straits  Drain  Enlarge¬ 
ment,  Oreg.-Calif _  23489 

Lincoln  Home  National  Historic 

Site,  Ill _  18224 

Makah  National  Fish  Hatchery, 

Wash  . . 16225 

Mall,  Washington,  D.C _ 21057 

Mattamuskeet  National  Wildlife 

Refuge,  N.C _ 21502 

Migratory  bird  hunting _  25241 

Moimtain  Park  Project,  Fred¬ 
erick  aqueduct _  26286 


Page 

Outer  Continental  Shelf;  geo¬ 
logical  and  geophysical  ex¬ 
plorations  _  17766 

Outer  Continental  Shelf;  Santa 
Barbara  Channel,  oil  and  gas 

development _  25241 

Pecos  National  Monmnent, 

N.  Mex_ . 15415 

Pueblo  of  Tesuque _  17781 

Quinault  National  Fish  Hatch¬ 
ery,  Wash _  24222 

Rice  Lake  and  Mille  Lacs  Is¬ 
lands  Wilderness  Areas -  23910 

Rio  Grande  Wild  and  Scenic 

River  _  17765 

Rock  River,  Wis - 17178 

Saguaro  National  Monument, 

Ariz _  19224 

Sangre  De  Crlsto  Development 

Co.  etal- . 17871 

Savage  Rapids  Dam;  anadro- 

mous  fish  passage _  17297 

Southwestern  Power  Adminis¬ 
tration  _  15415 

Tamarac  Wilderness  Area, 

Minn.;  proposed _  19509 

Turnbull  National  Wildlife  Ref¬ 
uge,  Wash _  19855 

Equal  employment  opportimity 
violations: 

LofiQand  Brothers,  Inc _  25036 

Financial  interests  statements : 

Adams,  Gary  E _  24036 

Ambrose,  Lewis  K _  20970 

Beck,  Howard  A _  20970 

Cowdes,  Edward  R _  20970 

Davis,  William  A _  24036 

Dryer,  Earl  D _  26286 

English,  John  F _  24036 

Glass,  Edward _  24036 

Gregg,  Donald  B _  24037 

Hall,  Elmer  S _  26286 

Hayden,  Julian  R _  17765 

Hayward,  David _  26286 

Hoey,  Frederick  W _  20970 

Hufman,  Robert  L _  17300 

Hunt.  Herbert  H.,  Jr _  17300 

Iriarte,  Modesto,  Jr _  17300 

James,  Evan  W _  24037 

Kay,  J.  Scott _  20970 

Kline,  John  H _  17300 

McMahon,  John  A _  20970 

Petersen,  Frederick  L _  26286 

Prekeges,  Gregory  P _  17766 

Quigley,  Martin  T _  24037 

Ricci,  Nicholas  A _  24037 

Rogers,  Clifton  F _  17300 

Rolfing,  John _  24037 

Salo,  John  V _  20970 

Spencer,  Keith  E _  26287 

Swanson,  Stanley  M _  17300 

Timme,  E,  F _  20971 

Vogel,  John  R _  26287 

Freedom  of  information;  indexes 
of  materials  available  for  in¬ 
spection;  publication  delay _  17871 

Indian  irrigation  water  project; 

Central  Arizona  Project _  17297 

Indian  reservations;  model  judi¬ 
cial  systems  and  coiu'ts _  16689 

Meetings: 

Emergency  Advisory  Committee 
for  ITatural  Gas;  cancella¬ 
tion  _  19672 

Emergency  Preparedness  Com¬ 
mittee  208C5,  24369,  26287,  26575 
Energy  Conservation  Commit¬ 
tee  .  19855 


Federal  Metal  and  Nonmetal  **>‘8® 
M.ne  Safety  Advisory  Com¬ 
mittee  . . .  15922,  24369 

Natural  Gas  Emergency  Advis¬ 
ory  Committee .  17771,23776 

Oil  Shale  Environmental  Advis¬ 
ory  Panel _ 17177,23910 

Oil  shale  lands: 

Informational  core  drilling  ap¬ 
plications  in  certain  States _  17871 

Leases,  prototype;  credits 
against  fourth  and  fifth  bonus 

installments  _  27281 

Leasing  nominations  and  infor¬ 
mation  in  various  States _  17870, 

27281 

Organization  and  functions: 

Central  and  field  organization.  17178 
Power  rate  adjustments;  public 

participation  _  22156,  25499 

Trust  Territory  of  Pacific  Islands; 
Mariana  Islands  District;  plebi¬ 
scite  . 17300 

Watches  and  watch  movements; 
allocation  of  quotas;  Guam  and 
American  Samoa _  22015 

INTERNAL  REVENUE  SERVICE 
Rules 

Documents;  public  inspection  and 

copying _  15090 

Employment  taxes: 

Pre.scription  of  withholding 

tables _  17840 

Requirements  with  respect  to 
certain  returns  and  state¬ 
ments  _  17144 

Income  taxes: 

Elections,  special;  temporary 

regulations  _  25472 

Employee  Retirement  Income 
Security  Act  to  1974,  tem¬ 
porary  regulations  under; 
churches,  election  to  par¬ 
ticipate  _  27217 

Employee  Retirement  Income 
Security  Act  of  1974,  tempo¬ 
rary  regulations  under;  vest¬ 
ing  schedule  changes,  elec¬ 
tions  _  17555 

Estate  or  trust  for  charitable 
purposes;  deductions..  23738,24361 
Industrial  development  bonds; 

solid  waste  disposal  facilities.  26023 
National  Railroad  Passen¬ 
ger  Corp.;  deduction  for  cer¬ 
tain  payments _  26029 

Retirement  plans;  qualification 

requirements _  24002,  24521 

Sick  pay  exclasion _  16663 

Terminal  railroad  corporations 

and  shareholders _  23731 

Vacation  pay,  accrual...  17554,25590 
Organization  and  functions: 

Alcohol,  Tobacco,  and  Firearms 
Bureau;  transfer  of  functions  16835 
Procedure  and  administration;  au- 
tliority  delegations  to  administer 


oaths  and  certify _  23743 

Proposed  Rules 
Employment  taxes: 

Depositing  requirements _  27240 


Expenses  to  enable  individuals 

to  be  gainfully  employed _  20633 

Moving  expense  payments _  17028 

Third  parties  paying  or  provid¬ 
ing  for  wages;  liability;  dis¬ 
charge  of  liens _ 21965 
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Excise  taxes: 

Collection  of  facilities  and  serv¬ 
ices  tax;  withdrawn _  25478 

Income  taxes: 

Domestic  International  Sales 
Corporation  requirements.-.  27483, 

27484 

Foreign  tax  credit;  separate  lim¬ 
itation  in  case  of  dividends 
fi-om  disc  or  former  disc;  cor¬ 
rection  _  14767 

Interest  deductions  of  mortga¬ 
gors;  certain  assistance  pay¬ 
ments  _  25679 

Low-income  housing  projects; 

gains  from  dispositions _  26040 

Lump  sum  distributions,  treat¬ 
ment  of _  18798,22548 

Retirement  plans;  qualification 

requirements _  24011,24527 

Self-employed  individuals  and 
shareholder-employees;  pen¬ 
sions,  profltsharing,  etc -  17576 

Small  business  corporations, 
electing;  passive  investment 

Income  _  17588 

War  veteran  organizations;  ex¬ 
emptions  _  25476 

Notices 

Authority  delegations: 

Assistant  Regional  Commis¬ 
sioners  et  al -  15406,23772 

Deputy  Commissioner  et  al _  22565, 

23772 

Director,  Cincinnati  Service 

Center  _  22853 

Distxict  Directors _ 17173 

Regional  Commissioners,  et  al..  15406, 

22565 

Employee  benefit  plans,  prohibi¬ 
tions  on  transactions;  exemption 
procedings,  etc _  17861,23798,24578 

Meetings; 

Art  AdvlsoiT  Panel _  23772 

Commissioner’s  Advisory  Group  20871 
Professional  Conduct  Rules, 

Chief  Counsel’s  Advisory 
Committee _  16858 

INTERNATIONAL  BOUNDARY  AND  WATER 
COMMISSION,  UNITED  STATES  AND 
MEXICO 

Notices 

Environmental  statements,  avail¬ 
ability,  etc.; 

Rio  Grande  Canalization  Proj¬ 


ect  _ 14649 

INTERNATIONAL  TRADE  COMMISSION 

Proposed  Rules 

Freedom  of  information;  fee 
schedule _  23478 

Notices 

Import  and  export  investigations: 
Amplifiers,  lock-in,  and  parts 

from  Japan _  26886 

Birch  plywood  doorskins _ 21791 

Bolts,  nuts  and  screws  of  iron  or 

steel _ 27079 

Broom  corn  brooms,  report  to 

President _  15456 

Eye  testing  Instruments  incor¬ 
porating  refractive  principles.  24574 
Golf  cars,  electric,  from  Poland.  27079 


Page 

Golf  gloves,  report  to  President-  15134 
Knives,  forks  and  spoons  with 

stainless-steel  handles _  27534 

Lead  metal,  primary,  from  Aus¬ 
tralia  and  Canada _ 23121 

Roller  bearings,  tapered;  from 

Japan  _  18846,26312 

Rubber,  butadiene  acrylonitrile, 

fi'om  Japan _  15012, 18618 

Shoes,  welt  work;  from  Ro¬ 
mania  _  25860 

’Typewriters,  portable  electric, 

from  Japan _  15013, 27079 

Import  Investigation  proceedings; 

product  list _  24056 

International  commodity  code; 

formiilation _  18846,26076 

President’s  list  of  articles  poten¬ 
tially  affected  by  trade  nego¬ 
tiations  .  15456, 18229 

Watches  and  watch  movements 
from  Insular  posessions;  quo¬ 
tas  for  duty-free  entry _ 15135 

INTERSTATE  COMMERCE  COMMISSION 


Rules 

Abondonment  of  railroad  lines —  21959 
Accounts,  imiform  system: 

RaUroeid  companies _  15388 

Boxcars;  charges.  Incentive  per 

diem,  1968 .  16846 

Car  service  orders : 

Baltimore  &  Ohio  Railroad  Co. 

et  al- .  14765 

Burlington  Northern  Inc _ 24526, 

25024 

Central  Iowa  Railway  Co _  19200 

Chicago  &  North  Western 

Transportation  Co _  18403, 

24005,  24906 

Chicago,  Rock  Island  &  Pacific 

Railroad  Co _  14765 

Colorado  &  Southern  Railway 

Co.  etal _  14766 

Delaware  &  Hudson  Railway  Co. 

et  al _  24005 

Graham  Coimty  Railroad  Co _  27034 

Lehigh  Valley  Railroad  Co _  25215 

Missouri  Pacific  Railroad  Co _  24005 

Penn  Central  Transporatlcm 

Co .  14766 

Providence  &  Worcester  Co _  19478 

Reading  Co _  25215 

St.  Louis-San  Francisco  Rail¬ 
way  Co .  21959,  24006 

Southern  Pacific  Transportation 

Co .  23873 

Union  Pacific  Railway  Co _  19827 

Coal  cars,  privately  owned;  dis¬ 
tribution  _  24526 

Hopper  cars,  return  of _  19477 

Intercity  rail  passenger  service, 

adequacy _ 17147,  27462 

Railroad  reorganization;  directed 
service  reimbursement;  submis¬ 
sion  of  cost  data _  16066 

Reports,  quarterly  financial;  mo¬ 
tor  carriers _  18561,  21959 

Superhighway  and  deviation 

rules;  fuel  conservation _  24906 

Tariffs  and  schedules,  passenger 
and  freight: 

Public  notification  of  proposed 

rate  increases _  26032 

Subscribers,  transmission  and 
fmtiishing _  25677 


Proposed  Rules 

Accounts,  uniform  system: 
Compensating  balances  and 
short-term  borrowing  ar¬ 


rangements  disclosure _  27494 

Carriers,  classification _  22557 


Railroads,  electric  railways,  ex¬ 
press  companies,  etc..  17272,  23130 
Freight  rate  increase  proceedings-  25603 
Motor  carriers: 

Household  goods;  limitations  of 


liability.. . 17044 

Household  goods;  shipments 
lost  or  destroyed;  collection 

of  freight  charges _  26704 

Household  goods;  vehicle-load 

manifest  use _  27060 

Rail  carriers;  demurrage  charges 

remittance  _  18797 

Reports,  annual: 

Corporate  disclosure  require¬ 
ments  _  15402 

Motor  and  water  carriers  and 
freight  forwarders _ 22466, 


23480, 25493, 25763 
Tariffs  and  schedules,  passenger 
and  freight: 

Exceptions  ratings  higher  than 
classification  ratings.  18797,  19020 

Notices 

AMTRAK  operations;  Southern 

Pacific  Transportation  Co _ 23130 

Abandonment  of  services: 

Alameda  Belt  Line _  24780 

Atchison,  Topeka  &  Santa  Fe 

RaUway  Co _  18055,23822,27557 

Bellefonte  Central  Railroad  Co.  15037 

Burlington  Northern,  Inc _ 20392, 

23128,  24780,  25660,  25763 
Central  of  Georgia  Railroad 

Co _  15037,19891 

Chesapeake  &  Ohio  Railway 

Co _  15038,18625,27087,27309 

Chicago,  Milwaukee,  St.  Paul  & 

Pacific  Railroad  Co _  20393 

Chicago  &  North  Western 

Transportation  Co _  16736, 

17813,  23129,  24256,  24257,  27556, 
27557 

Chicago,  Rock  I^and  &  Pacific 

Railroad  Co _  14653 

Cincinnati,  New  Orleans-Texas 

Pacific  Railway  Co _ 17121, 23129 

East  Tennessee  b  Western  North 

Carolina  Railroad  Co _  24781 

Georgia  Northen  Railway  Co—  20393 
minots  Central  Gulf  Railroad 

Co _  18072,23822,25260 

Los  Angeles  &  Salt  Lake  Rail¬ 
road  Co.  et  al _  18625,  24782 

Louisville  Si  Nashville  Railroad 

Co .  14654 

Minneapolis,  Anoka  li  Cuyuna 

Range  Railroad  Co _  24783 

Missouri-Kansas-Texas  Rail¬ 
road  Co _  27556 

Missouri  Pacific  Railroad  Co—  24782 
Oregon-Washlngton  Railroad, 

et  al _  16391 

Southern  Pacific  Transporta¬ 
tion  Co _  17121, 17364, 23130 

Southern  Railway  Co _  24258,25661 

Texas  &  Pacific  Railway  Co -  26085 

Western  Maryland  Railway 
Company  et  al _  18539 
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INTERSTATE  COMMERCE  COMMISSION— 
Continued 

Noticee  Continued 
Car  service  exemptions,  manda¬ 
tory  _ 14653, 

14822,  16381,  17208,  20177,  20178, 
22363,  23SS2,  23SSS,  25881 
Car  service  orders,  emergency: 

Chicago,  Rock  Island  k  Pa¬ 
cific  Rail  Oo _  16156, 19549 

Certificates  of  public  convenience 
and  necessity;  applications;  An¬ 
derson  TrucUng  Sendee,  Inc., 

et  al _  25658,25764 

Ccxnmlttees;  establishment,  re¬ 
newals,  etc.: 

Ptpdtne  Valuation  Advisory 

Committee _  15473 

construction  and  operation:  Ore- 
gon-Washlngton  Railroad  k 

Navlgatltm  Co _ 23129 

Corporate  disclosure  regulations; 
extension  of  time  to  file  state- 

TTumtK  _ _ 20872 

Dlscoveiy  roles:  policy  regarding 

Interrogatortee _  16737 

Fourth  section  applications  for  re- 

Uef _ _ 14823. 

15038,  15141,  15989,  16258,  16381, 
16737,  16894,  17208,  17813.  17890, 
18286.  18625.  19080,  19262,  20892, 
20874.  20897.  22192.  22907,  28885, 
23816,  23048,  24414.  24972,  25525, 
25866,  26758.  27555 

Hearing  assignments - 14653, 

14821.  15037,  15141,  15469,  15989, 
16160,  16268,  16381,  16737.  16894, 
17110,  17208.  17365,  17673,  17612, 
17869,  18055,  18836.  18536,  18624, 
18851,  19080,  19862,  19549.  19717, 
lOeei,  20178,  20376,  20692,  20873, 
20966,  21085,  21549,  21802,  22063, 
22191,  22326,  22327,  22638.  22907, 
28128.  23384,  23552,  23816,  23948, 
24070,  24258,  24414,  24581,  24777, 
24071.  25076.  25259.  25536,  25648. 
25754.  25865,  26086,  26819,  26636, 
26758,  27087,  27309,  27555 
Intmclty  rail  passenger  servloe, 

adeciUBcy _  17209,21549 

Meetings: 

PlpeUne  ValuaUmi  Advisory 

Committee _ 17120 

Motor  cariiw.  broker,  water  car¬ 
rier,  and  freight  forwarder  ap¬ 
plications  _ 15039, 

16276.  17226,  18073.  19050.  20148. 
21100.  22347,  23404.  24276,  25043, 
25882,  27100 
Motor  canleis: 

Alternate  route  deviation  no¬ 
tices  _ 14824. 

16162,  17109,  17890.  18875,  19894. 
20997.  22193.  24083,  24986,  25759. 
26771 

Applications  and  certain  other 

proceedings _ 14824, 

16163,  17110,  17891.  18864.  19894. 
20997.  22189.  22193,  23398,  23400, 
24084.  24987.  25660.  25755,  26088. 
26637.  26638.  26771 

Intrastate  applications _ 14654. 

14823.  16160.  17120.  17890,  18873. 
19894.  21001,  22191,  24972,  25760 
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Irregular  route  pn^rty  car¬ 
riers;  gateway  elimlnatlwi-—  14655, 
14832.  15021,  15473,  15974,  16167, 
16258,  16737,  16894,  17092.  17209, 
17656,  17791,  17899,  18056,  18521, 
18628,  18851,  19060,  19245,  19550, 
19718,  19906,  20161,  20376,  20695, 
21086,  21550,  21806,  22049,  22204, 
22328,  22625,  22893,  23130,  23385, 
23553,  23802.  23948,  24070,  24259, 
24395,  24581,  24973,  25057,  25264, 
25526,  25649,  25742,  25866,  26320, 
26620,  26758,  27088,  27539 
Lease  and  Interchange  of  ve¬ 
hicles  _  14655,22327 

Tacking  and  gateway  elimina¬ 
tion  applications  in  finance 

proceedings _  15141, 17365 

Temporary  authority  applica- 

tlone _ 14823, 

14829,  15038,  15143,  15470,  15473, 
16382,  16386,  16389,  16392,  16756, 
17113,  17116,  17859,  17360,  17362, 
17809.  17896,  17914,  18085,  18087, 
18088,  18237,  18289,  18626,  18876, 
19900,  19902,  20389,  20394,  90693, 
20873.  20874,  21564.  21804,  22192, 
22201,  22639,  23142,  23145,  23417, 
23564,  23816,  24087.  24411,  24601, 
24606,  24777,  24989,  25259,  25261, 
25760,  25763,  25878,  26319,  26320, 
26633,  26640,  27099,  27100,  27117, 
27118, 27551 

Transfer  proceedings _ 14655, 

14823,  15469,  16166,  16258,  16382, 
16737,  16894,  17120,  17208,  17366, 
17896,  18073,  18088,  18236,  18536, 
18539,  18627,  18876,  18879,  19080, 
19263,  19550,  19717,  19899,  21000, 
21099,  21563,  21803,  22064,  22200, 
22346,  22638,  23141,  23404,  23965, 
23966,  24257.  24601,  24777,  25076, 
25260,  25759,  25763,  25877,  26087, 
26640,  26642,  26777,  27067 
Petitions  filing: 

Badger  Lines,  Inc.;  extension 


of  time _ 17813 

Petitions  to  stay  pending  Judicial 
review _  16392 


Preliminary  system  plan;  U.S. 
Railway  Association;  heartng  on 
Erle-Lackawanna  Supplement—  21802 
Rail  property  acquisitions;  pro¬ 
posal  by  UR.  Railway  Associa¬ 


tion  _  17674,  22189 

Ran  service  continuation  subsidy 

decisions _  24686 

Railroad  construction  in  Texas; 

PB  RH,  toe . .  16738 

Rate  agreements: 

American  Delivery  Systems, 

Inc _  24783 

Southern  Motor  Carriers  Rate 

Conference,  toe.,  et  al _ 17131 

Rates,  railroad  freight;  Investiga¬ 
tions: 

Oraln  and  grain  products _  22327 

Long  Island  Rail  Road  Cb _ 1781S 

Paper  and  paper  products _  22363 

Sand  transportation;  Ann  Arbor 
Railroad _ 17121 
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Rates  and  chaiges,  freight;  rail¬ 
roads: 

Colorado  Intrastate _  20692 

Louisiana  intrastate _  26637 

Nationwide _  19891 

Southern  Territory _  20995 

Report,  railroad  annual;  confiden¬ 
tial  annual  r^rt  supplement; 

extension  of  time _  25763 

Reporting  of  certain  events  and 
transactions;  extension  of  com¬ 
ment  period _ 23130 

Rerouting  of  traffic: 

Burlington  Northern  Inc.  et  al _ 21085, 

22327,  23821 


Central  Railroad  Co.  of  New  Jer¬ 
sey  -  15037 

Chicago,  Rock  Tsiftrid  it  padfle 
Railroad  Co.,  et  al _  27809 


Erie  Lackawanna  Railway  Cd„  23553, 

8U65 

Louisiana  Midland  Railway  Cb.  23822, 

24600 


Penn  Central  Transportation 

Co - 20178 

Southern  Pacific  Transportation 

Co . 23416 

Southern  Railway  Co.;  discontinu¬ 
ance  and  change  In  service _  15038 

Tariff,  emergency  terminal  sur¬ 
charge: 

Chicago,  Rock  Island  k  Pacific 

Railroad  Co _  14821 

Tariffs  and  schedules;  subscriber 
transmission  exemptions;  Inter- 
modal  Publishing  Co.,  Ltd _  25763 


INTERSTATE  LAND  SALES  REGISTRATION 
OFFICE 

Rules 

Fees,  duplication  smd  certifica¬ 
tion  . . . 11753 

Notices 

Land  developers;  Investigatory 
hearings,  order  of  suspen¬ 
sion.  etc.: 

Ambassador  Shores  Subdivision.  27506 


Ashumet  Valley _  18022 

Bear  Creek  Lakes _  23352 

Birch  Harbor  Instates _  23509 

Black  Forest  Development,  Inc.  26756 

Brevard  Properties _  18022 

Briarbrook  First  Subdivision _  23352 

Buena  Vista  Estates _  18576 

Buffalo  Hills . 18022 

Canyon  Crest _  17774 

Cape  Canaveral  Heights _  18023 

Carova  Beach,  et  al _  23352 

Chaln-O-Lakes  _  17624 

Clearwater  Farms _  18576 

Coral  Foimtain  Estates,  Inc _  23509 

Diplomat  Shores  Subdivision...  27506 

Duck  Key _  25244 

East  Bay  Point,  Inc _  15428 

El  Plnar _  23353 

Eldorado  at  Santa  Fe.  Inc _  25080 

Farragut  Village _  17062 

Fawn  Lake _  23353 

Flamingo  Bay _  25617 

Forest  HID  Acres _  18577 

Freeiiort  Ridge  Estates _  23353 

Golden  Sage  Ranchos _  25245 
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Granny  Squirrel  Gap  Devel¬ 


oper  _  23354 

Green  Sand  Subdivision _  26577 

Hickory  Hills _  18577 

Hlde-A-Way  Lake _ 17194 

Indian  Lake  Estates _  18577 

Indigo  Plantation _  23354 

Jasper  Valley  at  Amherst _  18023 

Jay  Peak  Subdivision  II _  23354 

Keystone  Shores  Si  Estates.—  18578 

King’s  Gate _  18023 

Kula  Kai  View  Estates _  26756 

La  Contenta _  18578 

Lake  Arrowhead _  23355 

Lake  Chapparal _  26578 

Lake  Forest _  23355 

Lake  Lucie  Gardens _  17774 

Lake  of  Menominees _  18024 

Lake  Mohave  Highlands _  16232 

Lake  Thunderblrd _  23356 

Lake  in  the  Woods _  23355 

Lakeland  Estates _  27070 

Lakes.  Units  I  &  II _ 23510 

Lakeview  Manor _  25618 

Laurel  Mountain  Village  Subdi¬ 
vision  _  14969 

Little  Sioux  Village _  18579 

Little  Swann  Lake _  17625 

Meadow  Wood  Farms _  18024 

Mile  High  Subdivision _  25246 

Missaukee  Hills _  23356 

Moraine  Camplands  Resort 

Subdivision  _  18579 

Mt.  Shasta  Forest _  18580 

Mountain  View  Village _  16356 

Neenach  Ranch _  16232 

Palm  River  Estates  and  Country 

Club . 23356 

Park  Shore  on  Gulf _  15428 

Peace  River  Estates  Subdivi¬ 
sion  _  24040 

Peninsula  Oaks _  17625 

Port  Duncan  of  Monkey  Island.  23511 

Rainbow  Valley _  26578 

Reflection  Lakes _  16233 

Riviera  Golf  Estates _  23357 

Rolling  Hills  Lake _  25081 

Royal  Oak  Golf  Country  Club..  16357 

Sandy  Creek  Ranches _  25245 

Serene  Lake  Estates _  18580 

Shenandoah  Gap _  25618 

Silver  Spring  Woods _  16357 

Silver  Springs  Shores _  25245 

Sporting  Properties,  Inc _  23511 

Stratford  Harbor _  23357 

Sunward  Ho  Ranches _  18580 

Swiss  Alpine  Development 

Corp - - 18024 

Tropical  River  Groves _  23357 

Tucson  Estates _  23358 

Varennes _  23512 

Village  of  Honey  Creek _  18581 

Walnut  Mountain _  18581 

West  Miami  Acreage _  23358 

Whispering  Oaks _  18025 

Windswept  Downs _  23513 

Winona  Forest _  18582 

Winter  Park  VUlage _  18582 

Yogi  Bear’s  Jellystone  Park 
Camp  Resort _ 17194 

JOINT  BOARD  FOR  THE  ENROLLMENT 
OF  ACTUARIES 

Rules 

Organization  and  fimctlons _  18776 


Proposed  Rules 

Freedom  of  Information  and  en¬ 
rollment  eligibility  of  actuaries.  20326 


JUSTICE  DEPARTMENT  Page 

See  Antrust  Division. 

Drug  Enforcement  Adminis¬ 
tration. 

Federal  Bureau,  of  Investiga¬ 
tion. 

Immigration  and  Naturaliza¬ 
tion  Service. 

Law  Enforcement  Assistance 
Administration. 

Parole  Board. 

Prisons  Bureau. 

Rules 

Criminal  and  civil  proceedings; 
release  of  Information;  policy 


statements _ 22119 

Criminal  justice  information  sys¬ 
tems  _  22114 

Organization,  fimctlons  and  au¬ 
thority  delegations: 

Assistant  Attorney  General, 

Antitrust  Division _  24726 

Certlflcation  of  obligations _  24726 

Notices 

Competitive  impact  statements 
and  consent  judgments : 

United  States  v.  Imperial  West 

Chemical  Co _  19854 

United  States  v.  U.S.  Steel 

Corp _  26050 

Meeting: 

False  Identlflcation  Federal  Ad¬ 
visory  Committee _  17603 

Metropolitan  Correctional  Center, 
Federal,  New  York,  N.Y.;  estab- 
blishment,  etc _  23481 


LABOR  DEPARTMENT 

See  Employee  Benefits  Security  Office. 

Employment  Standards  Administra¬ 
tion. 

Federal  Contract  Compliance  Office. 

Labor-Management  Services  Ad¬ 
ministration. 

Labor  Statistics  Bureau. 

Manpower  Administration. 

Occupational  Safety  and  Health  Ad¬ 
ministration. 

Wage  and  Hour  Division. 


Rules 

Comprehensive  manpower  pro¬ 
gram  and  grants;  areas  of  high 

unemplo3mient _  22674 

Handicapped  individual;  deflnl- 

tlon _  27218 

Labor-management  relations  in 

Federal  service _  19980 

Records  examination  and  copy¬ 
ing;  ofSce  addresses _  27444 

Safety  and  health  standards  for 

Federal  supply  contracts _  25452 

Worker  adjustment  assistance: 

Certification  of  eligibility _  14908 

Workers  after  certlflcation _  16304, 

17840 

Youth,  economically  disadvan¬ 
taged;  summer  program _  24346 

Proposed  Rules 

Automatic  data  processing  equip¬ 
ment;  definition  of  regular 

dealers _  25219 

Contracts: 

Federal  service;  labor  stand¬ 
ards . 16082,23479 

Uranium,  public  utility  and 
regular  dealer  in _  26045 
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Payroll  reporting  requirements  for 
truck  owner-operators;  con¬ 
tracts  for  federally  flnanced  and 
assisted  construction;  extension 


of  time _  20284 

Senior  citizens;  community  serv¬ 
ice  emploirment _  25562 

Notices 

Adjustment  assistance: 

Algy  Shoes,  Inc _  18623,  26318 

Allen  Quimby  Veneer  Co.  17089,  23127 

Allis  Chalmers  Corp _  25646,25741 

American  Girl  Fashions,  Inc _ 21799 

Anaconda  Co _  19890 

Brown  Shoe  Co _ 18516, 

19890, 25646, 27538 

Chrysler  Corp _  24965,  27084 

Cosmos  Footwear  Corp _  23946 

Essex  International,  Inc -  16379, 

24966 

FMC  Corp _ _  16380,  24966 

Fisher  Footwear,  Inc -  25647 

Florsheim  Co _  19890 

Freeman  Shoe  Co _  24580 

G.T.E.  Sylvanla _ 21800 

General  Electric  Co -  19245, 

21800, 24967, 27537 

Houdaille  Industries,  Inc -  26318 

Inmont  Corp _  16380, 24967 

International  Shoe  Co —  24069, 25647 

Levine,  Herbert,  Inc _  19891, 27537 

Lisbon  Shoes  Inc _  18516, 24968 

Magnavox  Co _  18517,  26084 

Manhattan  Shirt  Co _ 21800 

Mavest,  Inc _ 21801 

Miller,  Richard,  Enterprises, 

Inc _ _ -  27084 

Northland  Shoe  Corp _  23801 

Pallzzio,  Inc _  19891, 24969 

RCA  Corp _  18517,  26085 

Rockwell  International -  26319 

Rohr  Industries,  Inc - 23128 

Rosla  Footwear  Corp -  24069 

Samuels  Shoe  Co _  25648 

Sandler-Ette  Footwear  Manu¬ 
facturing  Corp _ 16155 

Schwartz  &  Benjamin.  Inc -  18624, 

24969 

Shaer  Shoe  Corp - 16155 

Singer  Co _  23947,24970 

TRW  Inc _  18517, 27084 

UUca  Cutlery  Co _  18518, 24970 

Vulcan  Corp _  18624,  24971 

Weyenberg  Shoe  Manufactur¬ 
ing  Co _  25648 

Wurlitzer  Co _  23802 

Authority  delegation: 

Assistant  Secretary  for  Man¬ 
power  _  18515 

Committees;  establishment,  etc.: 

Labor  Policy  and  Labor  Sector 
Advisory  Committee _ 18518 


Trade  Act  Policy  Committee _  17863 

Veterans’  Affairs  Committee _  23947 

Labor-Management  Services  Ad¬ 
ministration;  addresses  and  ju¬ 
risdictions  of  Assistant  Regional 

Directors  and  Area  Directors _  27308 

Meetings: 

Business  Research  Advisory 
Council’s  Committee  on  Con- 
siuner  and  Wholesale  Prices..  17358 
Labor  Policy  Advisory  Commit¬ 
tee  for  Multilateral  Trade 

Negotiations _  20148,24256 

Women,  Advisory  Committee _  17863 
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LABOR  DEPARTMENT— Continued 
Notices — Continued 
Unemployment  compensation: 

Extended  availability  in  various 

States _ 1T207 

Worker  adjustmaat  assistance;  as¬ 
signment  of  responsibility  and 
designation  of  certifying  officers.  22048 

LABOR-MANAGEMENT  SERVICES 
ADMINISTRATION 

Notices 

Emjdoyee  benefit  plans: 

Exemption  procedure  under 
Employee  Retirement  Income 


Security  Act _  18471 

Prohibitions  on  transactions; 
exemption  proceedings,  etc—  17861, 
23798.  24578,  25258,  25741 
Employee  retirement  forms - 19715 


LABOR  STATISTICS  BUREAU 

Notices 

Meetings: 

Business  Research  AdvisoiT^' 

Coxmcll _  22624,  23945 

Labm*  Research  Advisory  Coun¬ 
cil  Committees _  18623, 19549 

Manpower  and  Employment 

Committee _  19048 

Occupational  Safety  and  Health 

Statistics  Committee _  20375 

Wages  and  Industrial  Relatlmis 
Committee  _  23798 


LAND  MANAGEMENT  BUREAU 
Rules 

Advisory  boards;  establishment 

and  25452 

Land  UM  permits,  special;  prin¬ 
ciples  and  procedures -  23472 

Public  land  orders: 

Alaska  _  16066.25013 

Arizona _  26593 

California _  16208.16667 

Idaho _  20084.22833.25676 

MnntATta _  18996.23472 

Nevada _  18997 

»  New  Mertco _  25593 

Tennessee  _  27458 

RliSits-of-way;  cost  r^mbane- 
ments  for  appllcattoos  process¬ 
ing  _  17841 

Proposed  Rules 

Alaidca  Native  Claims  Appeal 
Board;  anneals  procedures;  cor¬ 
rection  _  14603 

Forest  product  sales;  timber  ex¬ 
port  from  Federal  lands _  24362 

OQ  and  gas  leasing;  Outer  Conti¬ 
nental  Shelf;  bidders,  quaUfled 

joint  . 20090 

Notices 

Applications: 

Alaska _ 17174. 

22152,  26573,  26574.  27063 
Colorado  ..  15406.  18011,  18475,  22280 
Montana  ..  16223,  22153,  25033,  26573 

Nevada _  25034 

New  Mexico _  14785, 

14856,  14957,  15916,  16223,  16689, 
16062,  17175,  17176,  17603,  17764. 
17670,  18012.  18023.  19024,  20116, 
20964.  21(»6.  22153,  22381,  22282. 
23341,  23481,  23482.  23483,  24221, 
24544,  24759.  25238,  25608,  25832, 
27964 
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Wyoming _ 13916, 

16224,  19855,  20116,  21056,  23483, 
24221,  24922,  25832,  26720,  26721, 
27064 

Authority  delegation;  Area  Man¬ 
agers;  Garnet  and  Helena  Re¬ 
source  Area -  21055 

Classification  of  lauds: 

Wyoming;  reclassification  for 

sale _  16224,24760 

Environmental  statement: 

Timber  management;  extension 

of  comment  period _ 18815 

Grazing  district  boundaries: 

IdaliO _  16861,  16862,  22152 

Meetings: 

Boise  District  Advisory  Board--  20115, 

22282 


Burley  District  Multiple  Use  Ad¬ 
visory  Board _  20116,  22013 

Coeur  d’Alene  District  Multiple 

Use  Advisory  Board _ 17175, 

18012,  22853 

Idaho  Palls  District  Advisory 

Committee _  20963,  22133 

Salmon  District  Multiple  Use 

Advisory  Board -  21056,  22282 

Shoshone  District  Multiple  Use 

Advisory  Board _  17047, 

18013,  22153 

Off-road  vehicle  area  designation: 

Washington _  14956 

Oil  and  gas  leasing;  Outer  Ccmti- 

nental  Shelf _ 15917, 

18192,  21745,  25608,  25833,  27064 

Opening  of  public  lands: 

California . .  22279,  24759 

Idaho . 2657S 

Montana _  25732 

New  Mexico _  18012,  19864 

Oregon _  16224,  19664 

Washington _  17176,19024,24368 

Wyoming;  correction _  16352 

Survey  plat  filings : 


Arizona _  18011,  19663,  24221 

Colorado _  20830 

Florida _  14608,  20657 

Michigan _ 18192 

Nevada _  20830 

Oregon _  20830 


Withdrawal  and  reservation  of 


lands,  proposed,  etc.: 


Arizona _  24221 

California  _  19023 

Colorado _  28900 

Idaho _  1801X  18814.  22280 

Oregon -  19501,  2403S 

Utah _ 17176 


LAW  ENFORCEMENT  ASSISTANCE 
ADMINISTRATION 

Notices 

Committees:  establishment,  re¬ 
newals,  etc.: 

Criminal  Justice  Standards  and 
Goals  National  Advisory  Ocmi- 

mlttee _  14606 

Juvenile  Justice  and  Delinquen¬ 
cy  Prevention  National  Ad¬ 
visory  Committee _  16094 

Private  Security  Advisory  Coun¬ 
cil  . 16352 

Meetings; 

Criminal  Justice  Standards  and 
Goals  National  Advlscny  Omn- 
mtttee _ 15916. 

16352,  17174.  18009.  22013,  24759 
Defensible  Space  Committee _ 21055 


Pr?* 

Juvenile  Justice  and  Delinquen¬ 
cy  Prevention  Natlcmal  Ad¬ 
visory  Committee -  27270 

Law  Enforcement  and  Crimin¬ 
al  Justice  National  Institute 

Advisory  Committee _  26050 

Law  Enforcement/Private  Se¬ 
curity  Advisory  Relationship 

Study  Committee _  23481 

Private  Security  Advisory  Coun- 

cU  _ —  24922 

Terroristic  Crimes  Prevention 
Committee _  14785,  25033 

MANAGEMENT  AND  BUDGET  OFFICE 
Notices 

Budget  rescissions  aivd  deferrals 

for  FY  1975 _ 17412, 

18330,  18357,  21886,  25946 
Clearance  of  reports;  list  of  re¬ 
quests  _ 14650, 

14817,  15013,  15971,  16154,  16372, 
16373,  16889,  17084,  17205,  17351, 
17352,  17789,  17888,  17889,  18052. 
18232,  18514,  18621,  18848,  19238, 
19239,  19547,  19712,  19885,  20371, 
20372,  20990,  20991,  21062,  21547, 
21793.  22181,  22325,  22887,  23124, 
23384,  23796,  23797,  23937,  24254, 
24388,  24577,  24774,  24964,  25252. 
25643,  25727,  26079,  26080,  26592, 
26737,  27083,  27305.  27534 
Hospital  and  medical  care;  rates—  24234 
Meetings: 

American  Statistical  Association 
Advisory  Committee  <hi  Sta¬ 
tistical  Policy _  19546 

Balance  of  I^unent  Statistics 
Presentation  Advisory  Cbm- 

mlttee _ 20371 

Business  Advisory  Council  on 

Federal  Reports _  22325 

GNP  Data  Improvement  Advis¬ 
ory  Committee _  24254 

Labor  Advisory  Committee  on 

Statistics _  18514, 19238 

Social  Indicators  Advisory 
Committee  _  24064 

MANPOWER  ADMINISTRATION 
Rules 

Interstate  arrangement  for  c<xn- 
blnlng  employment  and  wages; 

paying  state;  definition _  20270 

Unonployment  compensation 
and  assistance;  exsenicemen; 

schedule  of  remunerathm _  20270 

Proposed  Rules 

Employment  offices,  public;  wage 
rates  for  temporary  forelcpi  ag¬ 
ricultural  labor _  27050 

Unemploym'mt  compensation  and 
assistance;  appeals  promptness 

standard  _  19481 

Notices 

Eknployment  transfer  and  business 
competition  determinations:  fi¬ 
nancial  assistance  applications-  15136. 
16379,  17358,  18235.  19049.  20376. 
21798,  22624,  23551,  24255,  25258, 
25865, 27307 
Meetings: 

Apprenticeship  Federal  Com¬ 
mittee  _  17086 

Unemployment  Insurance  Fed¬ 
eral  Advisory  Council--  16379  19243 
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Public  service  employment  pro¬ 
grams,  1976;  continuation  In 


FY  76 _  19243 

MARINE  MAMMAL  COMMISSION 
Notices 

Meetings;  Marine  Mammals  Sci¬ 
entific  Advisors  Committee —  24057, 

25725 

MARITIME  ADMINISTRATION 
Rules 

Freedom  of  Information;  proce¬ 
dural  revisions _  14599 

Merchant  marine  training -  19643 

Subsidized  vessels  and  operators: 
Conservative  dividend  policy—  25213 


Vessels  carrying  agricultural 
commodities  from  UJS.  to 

U.S.S.r.  . . 23086,22546 

Proposed  Rules 

Ship  mortgage  and  loan  insurance. 

Federal;  application  lees _  22552 

Notices 

Applications,  etc.: 

Achilles  Marine  Co.  et  al-  19031,24226 


American  President  Lines,  Ltd-  19858 

Delta  Steamship  Lines,  Inc _  23776 

Lykes  Bros.  Steamship  Co.,  Inc.  15924, 

22288 

Pacific  Par  East  Line,  Inc _  14624, 

21505 

Prairie  Shipping  Inc _  18574 

Prudential  Lines,  Inc _  19859 

States  Steamship  Co _  18827, 25242 

Waterman  Steamship  Corp _  18826, 


25501 

Collision  avoidance  radar  training 
course;  change  of  procedures—  22288 
Environmental  statements;  avail¬ 
ability,  etc : 

Tanker  cons*^ructlon  program _  18825, 

18826, 18827, 20660,  26051 


Vessels  engaged  In  offshore  oil 

and  gas  drilling _ 19512 

Foreign  c.nstruction  cost  compu¬ 
tations: 

Bulk/contalner/Ro-Ro  combi¬ 
nation  carriers _ 21505 

Contalnershlps,  MA  design  C8- 

S-85d  . 21506 

Tankers _ 21506 

Meetings: 

U.S.  Merchant  Marine  Advisory 

Board  — _ 23497 

Vessels  arriving  In  Cuba:  free 

world  and  Polish _ 15419 

Wages  of  officers  and  crews;  oper¬ 
ating  differential  subsidies; 
manual  of  procedures _  20659 


MINING  ENFORCEMENT  AND  SAFETY 
ADMINISTRATION 

Rules 

Resplratoey  protective  devices; 
permissibility  tests;  fees;  cor¬ 
rection  _  19470 

Proposed  Rules 

Roll-over  protective  structures 
and  seat  belts  for  self-propelled 
equipment _  19498 

MONETARY  OFRCES 

Rules 

Gold;  procedures,  charges,  forms, 
and  licensing  functions _  16844 


NATIONAL  ADVISORY  COMMITTEE  ON 
OCEANS  AND  ATMOSPHERE 
Notices 

Meetings  -  15458, 

17201,  20139,  21078,  25042 

NATIONAL  ADVISORY  COUNCIL  ON 
ECONOMIC  OPPORTUNITY 
Notices 

Meetings _  19710,  25252 

NATIONAL  ADVISORY  COUNCIL  ON  THE 
EDUCATION  OF  DISADVANTAGED  CHIL¬ 
DREN 
Notices 

Meetings _  17788,  22611 

NATIONAL  ADVISORY  COUNCIL  ON  SUP¬ 
PLEMENTARY  CENTERS  AND  SERVICES 
Notices 

Meeting _  22324 

NATIONAL  AERONAUTICS  AND  SPACE 
ADMINISTRATION 
Notices 

Committees,  boards;  establish¬ 
ment,  etc.: 

Aircraft  Fuel  Conservation 

Technology  Advisory  Board-.  14807 
Space  Science  Steering  Commit¬ 
tee  . . .  24575,  25725 

Meetings: 

Aeronautical  Propulsion  Re¬ 
search  and  Technology  Ad¬ 
visory  Council  Committee _  15458 

Aircraft  Fuel  Conservation 

Technology  Advisory  Board..  17645, 

23382 

Applications  Steering  Commit¬ 


tee  _  15135 

Life  Science  Committee _  19544 

Research  and  Technology  Ad¬ 
visory  Council _  17083 


Space  Program  Advisory  Coim- 

cU . . 23545,  25725,  26076 

Space  Science  Steering  Com¬ 
mittee  .  15458,  16887,  20358 

Wage  Committee .  14649,  22611 

NATIONAL  BUREAU  OF  STANDARDS 
Notices 

Blood  banking  operations;  con¬ 
ference  _ 18201 

COBOL  Coding  Form;  informa¬ 
tion  processing  standard _  18200 

Commercial  standards: 

Bookbinding  boards _  19225 

Fabrics  for  book  covers _  19225 

Paints  and  Inks  for  art  educa¬ 
tion  In  schools _  19225 

Encryption  Algorithm  for  com¬ 
puter  data  protection;  requests 

for  comments;  corrections _  14787, 

15924 

Meetings: 

Federal  Information  Processing 
Standards  Coordinating  and 
Advisory  Committee..  17866,  23777 
Federal  Information  Processing 


Standards  Task  Group _ 18479, 

19513,  23777,  23914 

Visiting  Committee _  20332 

Metric  system  of  weights  and 

measures;  guidelines _  25837 

Organization  and  fimctlons: 
Energy-Related  Inventions  Of¬ 
fice;  establishment _  24373 


Radiation  Measurements  National 
Conference;  formation,  plan¬ 


ning,  etc _ 20122 

Voluntary  product  standards: 

Home  playground  equipment: 
safety  requirements _  23777 

NATIONAL  CAPITAL  PLANNING 
COMMISSION 


Notices 

Freedom  of  information: 

Implementation  of  Act _ 21544 

Proposed  regulations  and  fees..  16S87 

NATIONAL  COMMISSION  FOR 
MANPOWER  POLICY 

Notices 


Establishment  and  procedures _  17645 

Meeting . .  19710 


NATIONAL  COMMISSION  FOR  THE  RE¬ 
VIEW  OF  FEDERAL  AND  STATE  LAWS 
RELATING  TO  WIRETAPPING  AND 
ELECTRONIC  SURVEILLANCE 

Notices 

Meetings _  14649,  14650,  19710 

NATIONAL  CREDIT  UNION 
ADMINISTRATION 

Rules 


Conversion  from  Federal  to  State 

credit  imlons _  25583 

Conversion  from  State  to  Federal 

credit  unions _  25583 

Credit  union  organization  and  op¬ 
erations;  nondiscrimination  re¬ 
quirements  _  26017 

Employee  retirement  benefit 

plans _  25582 

Funds  invested.  Insurance  protec¬ 
tion,  limiting  aggregate 
amounts _  23455 

Proposed  Rules 

Compensation  of  officials _  24755 

Credit  union  organization  and  op¬ 
erations;  student  loans.  Insured; 

payment  or  amortization _  24205 

Employee  retirement  benefit 

plans -  15404 

Investments  and  deposits _  27260 

Notices 

Meetings: 

National  Credit  Union  Board _  20989 


NATIONAL  FOUNDATION  ON  THE  ARTS 
AND  THE  HUMANITIES 

Notices 

Dance  touring  program  for  1977; 

guidelines _  24057,  24060 

Freedom  of  Information _  25522 

Guidelines  for  grants: 

Architecture  and  environmental 

arts  program _  20358 

Artists-in-schools  education 

guidelines _  20363 

Music  program _  16729 

Meetings; 

Architecture  and  Environmen¬ 
tal  Arts  Advisory  Panel _  19882, 

24575 

Arts  National  Ooimcil _  17082 

Education  Panel  Advisory  Com¬ 
mittee _  17082,  24961 

Expansion  Arts  Advisory  Panel.  25726 
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NATIONAL  FOUNDATION  ON  TNE  ARTS 
AND  THE  HUMANITIES— Continued 

Notices — Continued 


Meetings — Continued 
Federal  Graphics  Evaluation  Pag* 

Advisory  Panel - 18510 

Federal-State  Partnership  Ad¬ 
visory  Panel _  17885,  27283 

Humanities  Advisory  Committee 

National  Council -  18229 

Literature  Advisory  Panel -  25726 

Museum  Advisory  Panel _  25726 

Music  Advisory  Panel _  20686,  23121 

Planning  OfQce  Pand _  24961 

Public  Media  Advisory  Panel —  25727 

Public  Programs  Pand _  24961, 

24962 

Research  Panel _  26735 

Special  Projects  Advisory 

Panel  _  25727 

Theatre  Advisory  Panel - 21079 


NATIONAL  HIGHWAY  TRAFFIC  SAFETY 


ADMINISTRATION 

Rules 

Consumer  Information  regula¬ 
tions:  tire  quality  grading 

standards,  uniform -  23073 

Defect  notification;  bilingual _  25463 

Motor  vehicle  emission  inspection 

criteria _  24904 

Motor  vehicle  safety  standards: 

Brake  fiulds _ 21474 

Brake  systems,  air _  18789,  21031 

Brake  systems,  hydraulic _ 18411, 

24525,  25215 

Exterior  protection _  20823 

Lamps,  r^ective  devices,  and 
associated  equipment—  17574,  25677 
Steering  control  system,  protec¬ 
tion  _  17992 

Tires,  new  pneumatic;  correc¬ 
tion  _  14765 

Windshield  zone  intrusion _  25462 

Motor  vehicle  safety  standards, 
defect  reports,  etc.;  arithorlty 

citations  revised _ 21031 

Temporary  exemption  from  safety 
standards,  confidentiality  of  In¬ 
formation  _  18789 

Proposed  Rules 

Consvuner  information  regiila- 
tions;  tire  quality  grading,  uni¬ 
form  _  17039 

Defect  and  noncompliance  notifi¬ 
cation  _  19651 

Motor  vehicle  safety  standards: 

Brake  systems,  air _  24915 

Brake  systems,  hydraulic _  18469, 

19210,  20641 

Bus  window  retention  and  re¬ 
lease  _  17266 

Fuel  system  Integrity _  17036,  18469 

Lamps,  reflective  devices,  and 
associated  equipment—  18795,  24204 

Occupant  crash  protection _ 16217 

School  bus  emergency  exists  and 
rollover  protection;  comment 

period  reopened _  23086 

School  bus  passenger  seating 

and  crash  protection _  17855 

Seat  belt  systems,  non-passen- 

ger-car _  23897 

Tires,  foam-filled;  withdrawal 

of  proposal _  16854 

Used  conqwnents  in  manufac¬ 
ture  of  motor  vehicle _  19485 


INDEX,  APRIL-JUNE  1975 

Petition  procedures  for  rulemak-  Pag® 
ing,  defect,  and  noncompliance 
orders _  21486,  23311,  25480,  26045 

Notices 

Catalytic  converters  and  thermal 
reactors;  safety  aspects  of  emis¬ 


sion  control  systems -  25844 

Defects,  initial  determinations; 
hearings,  etc.: 

Firestone  Tire  ti  Rubber  Co.; 

steel  belt  tires;  meeting _ 20982, 

25502 


General  Motors  vehicles;  power 
brake  vacuum  valve  failures.  22297 
Mercury  Capri,  1971-1973; 
windshield  wiper  arm,  shaft, 

and  motor  failures _  15930,  19520 

Mustang  and  Cougar  seat  b8M;k 
pivot  arm  hinge  pin  bracket 

standards _  14969 

Glazing  material  manufacturers; 

assignment  of  code  numbers _  25503 

Highway  safety  program;  ap¬ 
proval  policy  for  States  FY 

1976;  agreement  with  FJIA. _  25246 

Lamps,  reflective  devices,  and  as¬ 
sociated  equipment;  denial  of 

petition  for  rulemaking _  25246 

Meetings: 

Firestone  Tire  &  Rubber  Co.; 

steel  belt  tires _ 20982,  25502 

National  Highway  Safety  Advi¬ 
sory  Committee _  19520 

National  Motor  Vehicle  Safety 

Advisory  Coimcil _ 16358, 

18026,  22578,  22874,  24229,  26579 
Occupant  crash  protection  re¬ 
quirements  _  21063 

Youth  Highway  Safety  Advisory 

Committee  _  23514 

National  Motor  Vehicle  Safety 
Advisory  Coimcll;  membership, 

etc . 17310 

Occupant  crash  protection;  meet¬ 
ing  and  comment  date—  21063,  24550 
Motor  vehicle  safety  standards; 
exemption  petitions: 

Automobill  Lamborghini;  head¬ 
lamp  moimtlng  height,  etc...  15429 
Benlee  Industrial  Salvage  Co. 

Inc.,  air  brake  system _  24229 

Chrysler  Corp,  et  al,;  hydraulic 

brake  system,  etc.;  denied _  23514 

Crown  Coach  Corp.;  air  brake 

systems _  19034 

Eagle  International,  Inc.;  air 

brake  systems _ 17195 

Electric  Fuel  Propulsion  Corp.; 
hydraulic  brake  systems, 

etc _  26054 

Executive  Industries,  Inc.;  ex¬ 
terior  protection,  etc _  15929 

FWD  Corp.;  air  brake  systems..  16870 
General  Motors  Corp.;  tire 
selection  and  rims — ^passenger 

cars -  25503 

Gilling  Bros.;  air  brake  sys¬ 
tems  _  18582,  25706 

Hamischfeger  Corp.;  air  brake 

systems _  18209,  22578 

Koehring  Co.;  air  brake  sys¬ 
tems  _  17775 

Orcon  Industries,  Inc.;  air  brake 

systems _  22579 

Otis  Elevator  Co.;  motorcycle 

brake  systems _  24766 

Polar  Co.;  air  brake  systems _  14791 

Sebring-Vanguard,  Inc.;  wind¬ 
shield  defrosting  and  defog- 
glng  systems,  etc _  17625 


Page 

Trallmoblle  Technical  Center; 
lamps,  reflective  devices,  and 
associated  equipment;  de¬ 
nied  . . -  20847 

Travel  Batcher  Corp.;  air  brake 

systems _  27287 

Warner  &  Swasey  Co.;  air  brake 

systems _  18209 

Waterman,  C.  H.,  Industries; 
control  location  identifica¬ 
tion  and  illiunlnation,  etc _  24549 

Puerto  Rico;  postponement  of 
hearings;  appointment  of  new 

presiding  officer _  17310,  24550,  25504 

Tachographs  on  school  buses,  peti¬ 
tion  response _  15429 

Vehicle  identification  numbers; 
availability  _  18025 

NATIONAL  INSTITUTE  OF  EDUCATION 
Rules 

Grants  program.  State  dissemina¬ 
tion  _  25454 

Notices 

Meeting: 

Educational  Research  National 
CouncU _  19514,  25615,  27505 

NATIONAL  INSTITUTES  OF  HEALTH 
Notices 

Cancer  Research  Emphasis 
Grants;  program  annoimce- 

ment _ 23101 

Committees;  establishment,  re¬ 
newals.  etc.: 

Cancer  Institutional  Fellowship 

Review  Committee _  14964 

Cancer  Research  Center  Review 

Committee _  26723 

Carcinogenicity  of  Cyclamate 
Data,  Temporary  Committee 

for  Review _  20974 

Clinical  Trials  Committee  et 

al  .  20973 

Experimental  Virology  Study 

Section  et  al - 23101 

Minority  Access  to  Research 

Careers  Review  Committee _ 21062 

Thrombosis  Specialized  Centers 
of  Research  Review  Commit¬ 
tee  . 26723 

Communications  Technology  Sat¬ 
ellite  between  U.S.  and  Canada: 
program  annoimcement;  Lister 
Hill  National  Center  for  Bio¬ 
medical  Communications _  27504 

Meetings: 

Aging,  National  Advisory  Coun¬ 
cil  .  14964,  18832 

Allergy  and  Infectious  Diseases 

Coimcll,  National  Advisory _  18829, 

23102 

Arthritis,  Metabolism,  and  Di¬ 
gestive  Diseases,  National  Ad¬ 
visory  Council -  22017 

Arthritis  and  Related  Musculo¬ 
skeletal  Diseases  National 

Commission  _  18576, 

22162, 24548,  25244 
Breast  Cancer  Epidemiology 

Committee  et  al _  20973 

Cancer  Control  and  Rehabilita¬ 
tion  Advisory  Committee _  19860, 

19861,20973 

Cancer  Immunotherapy  Com¬ 
mittee  _  17061 


PBC* 


INDEX,  APRIL-JUNE  1975 


41 

Pag* 


Cancer  Institutional  Fellowship 

Review  Committee _  16229 

Carcinogenicity  of  Cyclamate, 
Temporary  Committee  for 

Review  of  Data _  24764 

Cardiology  Advisory  Commit¬ 
tee  _ 18831 

Chemlcal/Blologlcal  Informa¬ 
tion-Handling  Review  Com¬ 
mittee  .  16869,  18831 

Child  Health  and  Human  De¬ 
velopment  National  Advisory 

Council  _  19861 

Clinical  Applications  and  Pre¬ 
vention  Advisory  Commit¬ 
tee  . 24763 

Clinical  Trials  Review  Commit¬ 
tee  .  14964 

Coordinate  Toxicology  and  Re¬ 
lated  Programs  Committee..  26302 
Dental  Carles  Program  Advisory 

Committee  _  17061 

Dental  Research  Institutes  and 
Special  Program  Advisory 

Committee  _  20974 

Dental  Research  National  In¬ 
stitute  .  17061,  18021 

Diabetes  National  Commission.  14964, 
17061,  24763 

Director,  Advisory  Committee 

to  . .  14963 

Environmental  Health  Sciences 
Council,  National  Advisory..  18830 
Environmental  Health  Sciences, 

National  Institute .  17060 

Epidemiology  and  Disease  Con¬ 
trol  Study  Section _  18831 

Eye  Council,  National  Advi¬ 
sory  . .  18020,  19861,  22017 

General  Medical  Sciences  Coun¬ 
cil,  National  Advisory _  18830 

Infectious  Disease  Committee..  18021 
Minority  Access  to  Research 

Careers  _ 21061 

National  Advisory  Dental  Re¬ 
search  Council _  24763 

National  Cancer  Advisory 

Board .  19861,  22017 

National  Cancer  Institute  Ad¬ 
visory  Committees _  16229, 

16230,  24762 

National  Cancer  Institute 
Smoking  and  Health  Pro¬ 
gram  contractors _  23779 

National  Eye  Institute _  17060 

National  Heart  and  Lung  Advi¬ 
sory  Council -  18832 

National  Library  of  Medicine 

Board  of  Regents _  16231, 18829 

Neurological  and  Communica¬ 
tive  Disorders  and  Stroke 
Council,  National  Advisory..  18830 
Periodontal  Diseases  Advisory 

Committee  _  18831 

President’s  Cancer  Panel _  14965, 

22017, 22018 

Primate  Research  Centers  Ad¬ 
visory  Committee _  14965 

Principal  Investigators  or  Proj¬ 
ect  Coordinators _  15427 

Pulmonary  Diseases  Advisory 

Committee _  20974 

Recombinant  DNA  Molecule 
Program  Advisory  Commit¬ 
tee  .  14965,24764 


P»g® 

Research  Resources  CouncO. 

National  Advisory _  18832 

Scientific  Counselors  Board _  14964 

Sickle  Cell  Disease  Advisory 

Committee _  18831 

Surgery  A  Study  Section _  14965 

Transplantation  and  Immimol- 

ogy  Committee _  14965 

NATIONAL  LABOR  RELATIONS  BOARD 

Notices 

Discrimination  cases:  memorandum 
of  understanding  between 
OSHA  and  NLRB . .  26083 

Organization  and  functions ;  areas 
served  by  regional  and  subre¬ 
gional  offices _  18229 

NATIONAL  MEDIATION  BOARD 

Rules 

Freedom  of  Information;  correc¬ 
tion  _  17022 

NATIONAL  OCEANIC  AND  ATMOSPHERIC 
ADMINISTRATION 

Rules 

Anadromous  fisheries  conserva¬ 
tion  development  and  enhance¬ 
ment  _  26677 

Coastal  zone  management  pro¬ 
grams. .  16832, 19194,  23274,  23275 

Commercial  fisheries,  regulated..  21474 

Marine  mammals: 

Taking  and  Importing,  policy 
on  applications  and  restric¬ 


tions  _  17845 

Monitor  Marine  Sanctuary _ 21706 

Tuna,  yellowfin;  corrections - 16210 

Proposed  Rules 
Financial  aid  to  fisheries: 

King  crab  In  Alaska _ 16216 

Lobsters  In  Gulf  of  Maine _  14778 

Salmon  In  Washington,  Oregon, 

and  California _  14779 

Marine  mammals;  sea  turtles; 

threatened  status _  21982,26043 

Transportation  of  wildlife;  assess¬ 
ment  of  civil  penalties _ 22143 

Tuna,  Atlantic  bluefin;  threat¬ 
ened  species _  14777 


Notices 

Bareboat  charter  of  vessel  to  for¬ 
eign-con  trolled  company;  Citi¬ 
corp  Leasing,  Inc.;  hearing  and 

extentlon  of  time -  14960 

Coastal  zone  management  pro¬ 
grams;  Wash.;  preliminary  ap¬ 
proval  of  application _  23778 

Endangered  species;  critical  hab¬ 
itat  areas;  designation  Informa- 

Uon . 17770 

Environmental  statements: 

Coastal  Zone  Management  Of¬ 
fice;  hearing _  14960,  16868 

Duplin  River,  Ga.;  hearing -  15927 

Florida  Keys  Coral  Reef  Ma¬ 
rine  Sanctuary _  22857 

Fish  and  fishery  products;  con¬ 
sumer  and  trade  education  and 
promotion  _  18480,  24040 


Fish  meal  and  related  products; 

Inspection  program _  14787 

Fishery  Market  News  Reports; 

availability  by  subscription _ 16116 

Fishery  transfer  applications: 

Armstrong,  Eugene _  23498 

Pan-Alaskan  Fisheries,  Inc _ 20660, 


22015 

Schelbenpflug,  Alfred  J.  22567,  24226 
Marine  mammal  and  endangered 
species  permit  and  permit  ap¬ 
plications;  policy  statement _  24948 

Marine  mammal  permit  applica¬ 
tions,  etc. : 

Alaska  . 15925 

Benson  Wild  Animal  Farm  Inc.  24761 

Bonnell,  Michael  L.,  et  al _  23778 

Brookfield  Zoo _  20332 

Brownell,  Dr.  Robert,  Jr _  20333 

Dohl,  Thomas  P _  25701 

Erickson,  Dr.  Albert  W..  15925,  25701 
Fisherman’s  Marketing  Associa¬ 
tion  of  Washington _ 20333,  27067 

Folk,  Dr.  G.  Edgar _  15926 

Gulf  Exhibition  Corp _  15926 

Hall,  Nicholas  R.,  et  al _ 21507 

Joluis  Hopkins  University _  16706, 

25702 

Kooyman,  Dr.  Gerald,  Jr _  20332 

Lafayette  Park  Zoo _  17770 

Marine  Animal  Productions 

Inc  . 14624 

Mathlsen,  Ole  A _  24761 

Morro  Bay  Aquarium _  25701 

Mystic  Marinelife  Aquarium...  19032, 

20334 

Naval  Undersea  Center _  17770 

New  York  Zoological  Society..  14624, 

21506 

Northwest  Fisheries  Center _  16227, 

23777 

Ocean  World,  Inc _  17770 

Peterle,  Dr.  Tony  J _  15927 

Ponganls,  Paul  J _ 21507 

Portland  Zoological  Gardens _  20334 

San  Diego  Zoological  Garden..  17771 
Sea  World,  Ihc..  14625,  21506,  27067 

Seneca  Park  Zoo _  20334,  27067 

Shipwreck,  Inc _  17771 

Stelnhart  Aquarium _  14625,  23777 

Toledo  Zoolc^cal  Gardens _  15927, 

25702 

University  of  Guelph _  14625 

University  of  Minnesota _  14625 

University  of  Washington _  14625 

Wartzok,  Doiiglas,  et  al _  15925 

Zapol,  Warren  M _  24762,  27067 

Marine  mammals;  fish  Import 
certificates: 

South  Africa .  17771 

Meetings: 

Commercial  Fishing  Vessel  In¬ 
surance  and  Safety  Ad  Hoc 

Group _  20972 

Environmental  Resources  Com¬ 
mittee  of  Domestic  Coimcll _  18827 

Marine  Fisheries  Advisory  Com¬ 
mittee  _  15926 

Marine  Petroleum  and  Minerals 

Advisory  Ccmunlttee _ 17190, 

19225,  19513,  25838 

Sea  Grant  Advisory  Panel _  18575 

Tuna,  Atlantic  bluefin;  threat¬ 
ened  species;  hearing _  17302 
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NATIONAL  PARK  SERVICE 


Rules  Pag* 

Airstrips  designated;  Glen  Canyon 
National  Recreation  Area, 

Ariz _  27029 

Camping  requirements;  Yosemite 

National  Park,  Calif _  25004 

Pishing: 

Great  Smoky  Mountains  Na¬ 


tional  Park,  Tenn.  and  N.C _ 16315, 

25590 

Rocky  Mountain  National  Park, 

Colo  _ 14912 

Yellowstone  National  Park, 

Wyo _  25590 

Nudity;  Cape  Cod  National  Sea¬ 
shore  _  19197 

Proposed  Rules 

Camping  requirements;  Mount 
Rainier  National  Park,  Wash..  26528 
Caves;  visitor  activities,  behavior, 
etc.;  Mammoth  Cave  National 


Park,  Ky . 22841 

Fishing;  Rocky  Mountain  Na¬ 
tional  Park,  Colo _  20640 

Snowmobile  routes  designation; 

Grand  Canyon  National  Park, 

Ariz. ;  revocation _  20284 


Notices 

Authority  delegations; 
Administrative  Officer  and  Pro¬ 
curement  Agent;  Lyndon  B. 
Johnson  National  Historic 


Site  _  23488 

Procurement  and  Property 
Management  Officer,  South¬ 
west  Region _  23909 

Superintendents,  et  al..  West¬ 
ern  Region _  19508 

Boundaries  description: 

Bighorn  Canyon  National  Rec¬ 
reation  Area,  Mont,  and 

Wyo _ 26574 

Chesapeake  k  Ohio  Canal  Na¬ 
tional  Historical  Park;  general 

plan  hearings _  14608 

Committees;  establishment,  etc.: 


Boston  National  Historical 
Paiic  Advisory  Commission  __  19502 
Canaveral  National  Seashore 


Advisory  Commission -  19503 

Cuyahoga  Valley  National  Rec¬ 
reation  Area  Advisory  Com¬ 
mission  _  19503 

Concession  permits,  etc. : 

Badlands  National  Monument; 
to  Oglala  Sioux  Cedar  Pass 

Concession  Enterprise _  15920 

Cape  Hatteras  National  Sea¬ 
shore;  to  W.  Brantley  Twl- 

ford  . 23488 

Grand  Teton  National  Park;  to 

American  Alpine  Club -  16689 

Katmai  National  Monument;  to 
Wein  Consolidated  Airlines. 

Inc _  17296 

Ozark  Nati(mal  Scenic  River- 

ways;  to  Danny  Sti4>les _  14609 

Sagamore  Hin  National  His¬ 
toric  Site;  to  Saga-Hin 
Corp _ 17177 


Page 

Cuyahoga  Valley  National  Recre¬ 
ation  Area;  establishment—..  25835 
Environmental  statements;  avail¬ 
ability,  etc. : 

Blue  Ridge  Parkway,  N.C _  23488 

Cape  Hatteras  National  Sea¬ 
shore,  N.C _ _  19508 

National  Mall,  Washington, 

D.C . 17177 

Glen  Canyon  National  Recrea¬ 
tion  Area,  Ariz.  and  Utah;  plan 

meeting  and  hearing _  15920 

Historical  Places  National  Regis¬ 
ter _  14609,  19664,  23901 

Master  plan  workshops : 

Alibates  Flint  Quarries  and 
Texas  Panhandle  Pueblo  Cul¬ 
ture  National  Monument. 

Tex _  20657 

Crater  Lake _ 18013 

Haleakala  National  Park,  Ha¬ 
waii  _  18198 

John  Muir  National  Historic 

Site.  Calif _ 18199 

Seouoia  and  Kings  Canyon  Na¬ 
tional  Parks.  Calif _  24369,  26050 

Yosemite  National  Park _ 18815 

Meetings; 

Appalachian  National  Scenic 
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unit;  hearings _  18475 

Central  Valley  Project,  Calif...  20970 

Lyman  Project,  Wyo _  23774,  26721 

Savage  Rapids  Dam,  Oreg. ;  an- 
adromous  fish  passage:  hear¬ 
ings  _  18815 

Power  rate  adjustments;  public 
participation ;  correction  and 

change _  25499 

Power  reallocation;  Parker-Davis 
and  Colorado  River  Storage 
Projects _  15101 


RENEGOTIATION  BOARD 

Proposed  Rules 

Profits,  excessive;  contractors  un¬ 
der  common  control _  20827 

Notices 

Contractors  or  subcontractors  for 
transportation  by  water  as  com¬ 
mon  carrier;  extension  of  time 
for  filing  financial  statements..  19886 

Interest  rates;  excessive  profits 
and  refunds _  26081 

RURAL  DEVELOPMENT  SERVICE 

Notices 

Organization,  functions,  and  in¬ 
formation  availability _ 25610 

RURAL  ELECTRIFICATION 
ADMINISTRATION 

Rules 


Freedom  of  information _  16074 

Proposed  Rules 

Civil  rights  compliance _  24738 

Electric  distribution  plant;  speci¬ 
fications  for  substation  regu¬ 
lators  _  23703 

Electric  distribution  and  trans¬ 
mission  facilities,  construction 

contract  forms _  17591 

Loans  for  generation  and  trans¬ 
mission;  withdrawn _  25218 

Telephone  program;  depreciation 

rates _  23874 

Work  orders  and  line  extension 
contracts;  telephone  improve¬ 
ments  and  extensions _  17264 
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RURAL  ELECTRIFICATIOfI 
ADMINISTRATION — Continued 

Notices 

Environmeiital  statements;  avail¬ 
ability,  etc.; 

Big  Rivers  Electric  Corp _ 14786 

Chugach  Electric  Association, 

Inc. _  22857,24038 

Dairyland  Power  Cooperative, 

Wis _ 23100 

Lower  Valley  Power  &  Light, 

Inc. . . 14787 

Minnkota  Power  Cooperative.  _  20658 

Loan  guarantees  proposed: 

Alabama  Electric  Cooperative. 

Inc. _ 22161 

Commonwealth  Telephone  Co_-  24039 
Continental  Telephone  Co.  of 

Minnesota,  Inc . .  24370 

Continental  Telephone  Co.  of 

Missouri _ 22161 

East  Ascension  Telephone  Co., 

Inc. _ 15118 

Empire  Telephone  Co.,  Comer, 

Ga.  _  17865 

Florence  Telephone  Co..  Inc - 21502 

Florida  Central  Telephone  Co__  20971 

Glacier  State  Telephone  Co -  14620 

Hillsborough  &  Mon^mery 

Telephone  Co _  16226 

Murraysville  Telephone  Co., 

Inc. _  16227 

North  Florida  Telephone  Co., 

live  Oak,  Fla _ 1S512 

Oglethorpe  Electric  Member¬ 
ship  Corp _  23910,24370 

Powell  Telephone  Co -  15924 

Seminole  Electric  Cooperative, 

Inc. _  24370 

Southern  Illinois  Power  Coop¬ 
erative  _  26577 

Trl-County  Telephone  Co.,  Inc.  16095 
Trl-State  Generation  &  Trans¬ 
mission  Association,  Inc -  14787 


Page 

Investment  advisers,  etc.; 

Fbcemption  from  registering  as 

broker-dealers _  18424,  19468 

Fidelity  bonding  requirements.  21717 

Registration _  27441 

Reports  and  forms _  20073,  22827 

Investment  company  advertising.  27442 
Organization;  conduct  and  ethics; 
and  information  and  requests..  26506 

Private  offerings _ 21709 

Public  utility  holding  companies; 

uniform  system  of  accounts _ 22129, 

26026 

Short  sales  of  securities _  25442 

Proposed  Rules 

Financial  statement  disclosure, 

etc  _  20308,  25605 

Investment  advisors,  etc.; 

Arrest  and  indictment  records 

maintenance _ 21498 

Book  and  record  keeping  re- 
ouirements  for  nonresident 

advisors _  24756 

Disclosure  and  recordkeeping 
requirements ;  extension  of 

comment  period _  18007 

Exemption  from  registering  as 


broker-dealers _  14782,  18797 

Life  Insurance  exemptive  rules; 
extension  of  comment  period..  18007, 

27193 

Money  market  fund  yield  quota¬ 
tion  standardization _  27492 

Oil  and  gas  reserve  disclosure _  25230 

Projections  of  future  economic 

performance _  20316 

Prospectuses  of  variable  annuity 

separate  accounts _  23770 

Public  offerings;  manipulative 

practices  _  16090 

Registration  exemptions _  20315 

Short  sales  of  securities _  25494 

Short  term  debt  instruments,  val¬ 
uation  of;  owned  by  registered 

investment  companies _ 18467, 

20110,  24756 

Notices 

Consolidated  Tape  Association; 

response  to  staff  inquiry _  25644 

Displays  on  interrogation  sys¬ 
tems;  interpretation  of  require¬ 
ments  _  15461 


Environmental  and  other  socially 
significant  matters;  disclosure 

of  and  Investors’  Interest  In _  16375 

Meetings: 

Central  Market  System,  Ad¬ 
visory  Committee  on  imple¬ 
mentation  _  17650,  18514.  23797 

Report  Coordinating  Group _ 17889, 

21758 

Munici))al  Securities  Rulemaking 
Board;  solicitation  of  recom¬ 
mendations  for  appointment —  27535 
Option  plans : 

American  Stock  Excliange,  Inc.  16373, 
17355,  18053,  19240,  21756 
Chicago  Board  Options  Ex¬ 
change.  Inc _ 15014, 

15015,  16254.  16373,  17355,  17789. 
18053,  19240,  22611 

PBW  Stock  Exchange.  Inc -  17358 

Quarterly  financial  statement  data 
and  review  by  independent  pub¬ 
lic  accountants _  19887 


Page 

Quotation  information : 

Request  to  national  securities 

exclianges _ 15015 

Responses  from  national  secu¬ 
rities  exchanges _ 2S645 

Reporting  requirements  governing 
last  sale  Information;  requests 

for  exemptions _  19888 

Special  offering  and  exchange  dis¬ 
tribution  plans ; 

Detroit,  Cincinnati  and  Boston 

Stock  Exchanges _ 21547 

New  York  and  American  Stock 

Exchanges _ 19713 

Hearings,  etc.: 

Advanced  Medical  Sciences, 

Inc  _ 24775 

AEtna  Variable  Annuity  Life 

Insurance  Co _  16249, 16252, 16389 

Airways  Enterprises,  Inc _  16373 

Allegheny  Power  System,  Inc., 


.Allied  EquiUes  Corp _ _ 21756 

American  Agronomics  Corp _  15971, 

17354,  18622,  20143,  21756,  23548 

American  Airlines,  Inc _  17650 

American  Express  Intenva- 

tional  Banking  Corp _  17081 

American  Natural  Gas  Co.,  et  al.  20991 

Appalachian  Power  Co.,  et  al _  14650, 

15138,  17354,  17651,  24390,  24391 

Arkansas-Mlssouri  Power  Co _  18233 

Arkansas  Power  &  Light  Co _  24775 

Ashland  Oil  Finance  Corp _ 20144 

.Axe-Houghton  Fund  A,  Inc _  16734 

Axe-Houghtem  Fund  B,  Inc _  16734 

Axe-Houghton  Stock  Fund,  Inc.  16733 

Axe  Science  Corp _  23933 

BBI,  Inc...  16253,  17353,  18622,  20144, 
21757,  23797,  24392,  26598,  27283 

B  S  P.  Co _ _ _ 23939 

Barnhart-MorrowCcHisolidated.  1708.=i 
Berkshire  Capital  Fund,  Inc.,  et 

al . . 15460 

Boston  Stock  Exchange _  22889 

Canadian  Javelin,  Ltd _  19886. 

20992,  22611, 24255,  25254,  26598 

Castle  Industries,  Inc _ 15014 

Central  Power  &  Light  Co _  16374 

Central  &  South  West  Corp _  23939 

Chemical  Fund,  Inc.,  et  al _ 19712 

Cincinnati  Stock  Exchange _  22783 

Columbia  Gas  System,  Inc.,  et 

al _  16374,  16892,  17649,  17651 

Congress  Street  Fund,  Inc.  et  al.  25254 
Coxuiecticut  Light  L  Power  Co. 

et  al- _ _ 18849 

Connecticut  Mutual  Life  Insur¬ 
ance  Co _  20992 

Consolidated  Natural  Gas  Co.,  et 

al _  20144,22890 

Continental  Connector  Corp _  23943 

Continental  Gold  and  Silver 

Corp  _  23549 

Continental  Management.  Inc _  17085 

Continental  Vending  Machine 

Corp _  15015, 17086,  18053, 19386. 

21547,  22611,  24255,  25255,  26601 

Coming  Glass  Works _  20373 

Crown  Corp _  23797 

D.C.  Transit  Systems,  Inc _ 20146 

Eiallas  Fund,  Inc -  23946 

Delmarva  Power  k  Light  Co —  23944 

Diamond  Growth  Fund,  Inc _  15461 

Dividend  Shares,  Inc _  25255 


SAINT  LAWRENCE  SEAWAY  DEVELOP¬ 

MENT  CORPORATION 

Rules 

Seaway  regulations;  transit  In¬ 
formation  -  23813 

Proposed  Ruies 

Seaway  regulations;  transit  In¬ 
formation  _  19661 

Notices 

Environmental  impact -  18028 

Meetings; 

Advisory  Board -  17206 


SECURITIES  AND  EXCHANGE 
COMMISSION 
Rules 

Authority  delegations : 

Chief  Economist,  Economic  Re¬ 
search  Office _  16052 

.  Director,  Division  of  Corpora¬ 
tion  Finance _ 22129 

Director,  Division  of  EnfOTce- 

ment  _  14748,  17008 

Competitive  bidding  require¬ 
ments;  temporary  suspe^on 

termination  _  17249 

Financisd  statements: 

Mergers;  redeemable  securities.  17986 
Rescission  of  guidelines _  27441 
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Dow  Chemical  Co _  20867 

Dowdle  Oil  Corp__ . 20146 

Du  Pont,  E.  I.,  De  Nemours  & 

Co  _ _ -  23940 

Eastern  Utilities  Associates _  18053 

Edle,  Lionel  D.,  Capital  Fund. 

Inc _ _ —  17357 

Elco  Corp _  25645 

Empii'e  State  Power  Resources, 

Inc.,  et  al _  22891 

Equity  Funding  Corporation  of 

America  _  15015,  16375,  17790, 19241, 
20868,  22612,  23798,  25041,  26598 
Equity  Growth  Fund  of  America, 


Inc..etal _  25728 

Equity  Progress  Fund,  Inc _  25256 

Fail-field  Communities  Laud  Co_  26599 
Financial  Dynamics  Fund,  Inc., 


First  Mississippi  Corp.  et  al _  22612 

Fishman.  M.  H.,  Co.,  Inc _ 21757 

Flexi-Van  Corp _ 22612 

General  Public  Utilities  Corp 

et  al _  21547,  23549 

General  Refractories  Co _  18622, 

20146,21548 

Georgia  Power  Co_  15463, 24776, 26082 
Guardian  Mortgage  Investors. _  24389 

I.  C.  H.  Corp-. _ _ 21758 

ICI  North  America,  Inc _  18233 

I.T.S.  Industries,  LTD _  15463 

Indiana  &  Michigan  Electric  Co.  24392 
Industries  International,  Inc _ 15015, 


16376,  18054,  19241,  20870,  22613, 
23798,25041,26599 

Integrity  Entertainment  Corp..  21548, 


22889 

International  Chemalloy  Corp..  15139 

Invesco  Equity  Fund,  Inc _  26599 

Invesco  Income  P\md,  Inc _  26599 

Investors  Syndicate  of  America, 

Inc _ _ 22613 

Jersey  Central  Power  &  Light 

Co .  16253,16254,20994,25041 

Jones  &  Laughlin  Steel  Corp _  17356 

Kawecki  Berylco  Industries, 

Inc _  17086 

Kentucky  Power  Co _  25256 

Longchamps,  Inc _  23945 

Mann,  Horace,  Life  Insurance 

Co.,  et  al _  20868 

Middle  South  Utilities.  Inc.,  et 

al _ _  16376,  16734,  22614 

Midwest  Stock  Exchange,  Inc _  23941 

Mississippi  Power  &  Light  Co _  20687 

Monongahela  Power  Co.  et  al _  17790, 

22890 

National  Association  of  Securi¬ 
ties  Dealers,  Inc _  25730 

National  Fuel  Gas  Co.,  et  al _  22615, 

25523,  26082 

Naturizer,  Inc _  16376 

New  Orleans  Public  Seiwlce  Inc.  22893 

Nicoa  Corp _  19240 

Northeast  Utilities _  17652 

Ohio  Edison  Co.  et  al _  15463, 

15464,  18054 

Ohio  Power  Co _ 14818, 

19241,22891,24393 
Oppenlieimer  Fund,  Inc.,  et  al..  26081 

Options  Clearing  Corp _  15465 

Paul  Revere  Life  Insurance  Co. 

et  al . 26600 

Paramount  Leasing  Corp _  22048 


Page 

Pennsylvania  Electric  Co.  19887,  23941 
Pittsburgh  &  Lake  Erie  Railroad 

Co. . 20870 

Public  Service  Co.  of  Okla¬ 
homa _  19242,  20688 

Purification  Systems,  Inc _  17086 

Reliance  World  Trade  Co.  Ltd _ 14819 

Rotunda  Trustees  Fund _  25732 

Royal  Properties  Inc _  15972, 

17354,  18622,  20146,  21758,  23550, 
24389,  26601,  27283 

Schroder  Naess  &  Thomas _  26737 

Scudder  International  Invest¬ 
ment,  Ltd _  20689 

Sierra  Silver  Mining  Co _  23550 

Soutliem  Co _  19889 

Southern  Services,  Inc _  24389 

Stallion  Fund,  Inc _  20995 

Standard  &  Poor’s  InterCapital 
Income  Securities,  Inc.,  et  al.  15467 

Standard  Prudential  Corp _  15972, 

17652 

Sun  Life  Insurance  Co.  of 

America _  17353 

System  Fuels,  Inc _  25524 

Tax-Exempt  Municipal  Trust. .  22615 
Tax-Exempt  Securities  Trust..  14819 

399  Fund . 22047 

Toth  Aluminum  Co _  24255,  24390 

Transok  Pipe  Line  Co.  et  al _  17086 

Unicept,  Inc _  20870 

United  Communities  Corp _  17087 

United  Funds,  Inc.,  et  al _  23942 

Universal  Metals,  Inc _  23550 

Utah  Power  &  Light  Co..  14651,  17087 

Valley  Airlines,  Inc _  20995 

Valley  Forge  Corp _ 20146 

Vance,  Sanders  &  Co.,  Inc _ 19713 

Venture  Securities  Fund,  Inc _  23943 

Westgate  California  Corp _ 15016, 

16376,  18054,  19242,  20870,  22616, 
23798,  25041,  26601 

Winner  Industries,  Inc _  15972, 

17354,  18622,  20147,  21758,  23550, 
24390,  26601 

Wisco  Hardware  Co _  18234 

Zenith  Development  Corp _ 15016, 

16376,  17791,  19243,  20870,  22616, 
23798 


SELECTIVE  SERVICE  SYSTEM 
Notices 

Registrants  Processing  Manual: 

Suspension  of  registration _  15972 

Temporary  Instructions,  etc—  17206, 

24064 

SMALL  BUSINESS  ADMINISTRATION 
Rules 

Flood  insurance  requirements;  fi¬ 
nancial  assistance _  26259 

Small  business  investment  com¬ 
panies: 

Funds,  prohibited  use  of _  24354 

Small  business  size  standards: 
Construction  contractors;  spe¬ 
cial  trades _  17138,  23843 

Livestock  feedyard,  small  cus¬ 
tom;  financial  assistance;  def¬ 
inition  _  20951 

Proposed  Rules 
Business  loans: 

Fee  policies -  15098 

Reconsiderations  of  declined 
applications _  19021 


Disaster  loans;  livestock _ 

Small  business  investment  com¬ 
panies: 

Funds,  prohibited  use  of _ 

Small  business  size  standards: 
Definitions  stated  in  terms  of 

dollars _ 

Petroleum  refiners;  definition _ 

Veterans;  special  consideration _ 

Notices 

Applications,  etc.: 

APCO  Capital  Corp _ 

Business  Capital  Corp _ 

Capital  Service  Corp.  et  al _ 

City  of  Commerce  Investment 

Co.  _ _ _ _ 

Edict  Investment  Corp _ 

First  Capital  Corp _ 

First  Small  Business  Investment 

Corp.  of  New  Jersey _ 

Globe  Capital  Corp _ 

Greenway  Small  Business  In¬ 
vestment  Co _ 

Hamilton  Capital  Fund,  Inc _ 

Hanover  Small  Business  Invest¬ 
ment  Co _ 

Housing  Capital  Corp _ 

Independence  Capital  Forma¬ 
tion.  Inc _ 

Industrial  Investment  Corp _ 

MODEDCO  Investment  Co _ 

Marcon  Capital  Corp _ 

Mid-South  Capital  Corp _ 

Palo  Alto  Capital  Co _ 

Rand  SBIC,  Inc _ 

Small  Business  Investment  Cap¬ 
ital,  Inc _ 

Space  Coast  SBIC,  Inc _ 

Sun  Capital  Corp _ 

Tax-Investments  Concepts, 

Inc. _ 

Tomli.ison  Capital  Corp _ 

Tower  Ventures.  Inc _ 

TransPac  Capital  Fund,  Inc.... 

West  Coast  Capital  Co _ 

Western  Capital  Corp - 

Western  Venture  Resources, 

Inc. _ 

Authority  delegations : 

Assistant  Administrator  for  Ad¬ 
ministration  _ 

Associate  Administrator  for  Fi¬ 
nance  and  Investment _ 

Deputy  Associate  Administrator 

for  Investment _ 

Director,  Office  of  Audits  and 

Investigations _ 

Director,  OflBce  of  Business  De¬ 
velopment  and  Contracting 
Officer,  Program  Support 

Division _ 

Field  ofBces _  20691, 

Disaster  areas: 

Alabama _  14652,  19547, 

Arkansas _  16255, 

Florida _  19047, 

Georgia  _ 

Idaho  _ 

Illinois  _ 

Kentucky _ 

17653,  19048, 

Louisiana _ 

Maine _ 

Maryland _ 


Pag® 

19022 


14606 


24210 

20110, 

25831 

25032 


25257 

21083 

20147 

24965 

15017 

16255 

20147 

19047 

16255 
20870 

21083 

19548 

25864 

22326 

20147 

25257 

17791 

15017 

23945 

15017 

25077 

15467 

26738 

26317 

19547 

16256 

16257 
16257 

16257 


18054 

18054 

23125 

23125 


18055 

26317 


21084 

25864 

24394 

16255 

19048 

17653 

16256, 

24394 

25525 

21084 

22616 


Pago 
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SMALL  BUSINESS  ADMINISTRATION— 


Continued 
Notices — Continued 
Disaster  areas — Continued 

Michigan _ 20147 

Mississippi _  17653 

Missouri _ 21084 

Nebraska _  22326,  23945 

North  Carolina _  16256,  26739 

North  Dakota _  24394 

Cklt^oma _  14652 

Rhode  Island _  15017,  18055 

Toinessee _  16257,  19048,  20871 

Texas  _ — 16256, 

22326,  23945,  27536 

Virginia _ 19048, 

21084,  22616,  24394 

Wisconsin  _  18622 

Interpretative  releases: 

Hypothetical  variable  annuity 

Illustrations _  21711,  24896 

Meetings,  Advisory  Councils : 

Augusta  District -  18850 

Baltimore  District _  20995 

Boise  District _  15467 

Casper  District _  16893 

Chicago  District _  20870 

Clarksbimg  District _  15973 

Cleveland  District _  20690 

Columbia  District _  15017, 17653 

Concord  District _ 23125 

Denver  District _  16255 

Des  Moines  District -  16893 

Harlingen  District -  24965 

Helena  District _  15973 

Indianapolis  District - 20147 

Jacksonville  District _  14652 

Los  Angeles  District, -  19243 

Louisville  District _  14652 

Lubbock  District _  14652 

Madison  District _  22326 

Montpelier  District _  17653 

National  . 20147 

New  Orleans  District _  15973 

New  York  District  Advisory 

Council _  27536 

Newark  District _  15973 

Oklahoma  City  District -  15973 

Omaha  District _  14652 

Phoenix  District _  14652 

St.  Louis  District .  16256,17206 

San  Diego  District _  22048, 27536 

San  Francisco  District _  14653 

Seattle  District . 20691 

Sioux  Falls  District _  14653 

Spokane  District _  17358 


SOCIAL  AND  ECONOMIC  STATISTICS 


ADMINISTRATION 

See  Census  Bureau. 

Economic  Analysis  Bureau. 

Rules 

Freedom  of  information _  20070 

Notices 

Meetings: 

Black  Population  in  1980 
Census,  Census  Advisory  Com¬ 
mittee  on _  25243 

Small  Areas  Census  Advisory 

Committee  _  16354 

Spanish  Origin  Peculation  for 
1980  Census,  Census  Advisory 

Committee  on -  25614 

Standard  statistical  establishment 
list;  multiestablishment  com¬ 
panies  _  25243 


SOCIAL  AND  REHABIUTATiON  SERVICE 

See  Child  Support  Enforcement  Office. 


Rules  Pag® 

Child  support  enforcement  pro¬ 
gram  _  27154 

See  also  main  heading  Child 
Support  Enforcement  OfiBce. 
Financial  assistance  programs: 

State  effort  maintenance;  sec¬ 
tion  revoked -  16667 

financial  and  medical  assistance 
program; 

Blindness  determination  for 

eligibUity . 25818 

Medical  assistance  programs: 

Medicaid  eligibility  quality  con¬ 
trol  . 27221 

Nursing  and  Intermediate  care 
facility  services,  cost  differen¬ 
tials  _ _ _ 14598,  15388 

State  contracts  for  providing  or 

paying  for  services _  20516 

Utilization  review _  14597 

Public  assistance  programs:  fami¬ 
lies  and  children:  paternity  and 

support;  revoked _  27030 

Social  services  program  for  indi¬ 
viduals  and  families _  27352 

Proposed  Rules 

Child  support  enforcement  pro¬ 
gram  _  19207 

Financial  assistance  programs; 

quality  control - 21737 

Grants;  post  award  disputes; 

appeals _  16672 

Medical  assistance  programs: 

Advance  payments  for  Medicaid 

services _  20954 

Fraud _  15093 

Public  assistance  programs; 

Grants  to  states;  reconsidera¬ 
tion  of  disallowances  of  Fed¬ 
eral  financial  participation _  25599 

Plan  conformity  to  Federal  re¬ 
quirements;  prehearing  dis¬ 
covery  in  hearings  to  States.  _  26684 
Social  service  program  for  individ¬ 
uals  and  families _  16802 


Notices 

Medical  assistance  plan;  hearings: 

Montana  _  24766 

Socisd  services  eligibility;  family 
median  lnc(»ne  by  State _  25616 

SOCIAL  SECURITY  ADMINISTRATION 
Rules 

Health  insurance  for  aged  and  disabled: 


Hospital  compliance  with  fire 

prevention  requirements _  26656 

Medicare;  institutional  plan¬ 
ning  as  condition  of  partic¬ 
ipation  _  24324 

Nursing  salary  cost  differen¬ 
tial,  inpatient  routine;  termi¬ 
nation  _  22539 

Reimbursement  for  services  of 
hospital  Interns,  residents, 
etc.;  determination  of  rea¬ 
sonable  rates _  25446 

Renal  disease,  end-stage  treat¬ 
ment  facilities;  Interim  pe¬ 
riod  qualification  and  excep¬ 
tion  criteria _  17746 


Skilled  nursing  facility  ad¬ 
missions  _  23288 

Supplementary  medical  insiu:- 

ance;  premiums _ 18165 

Utilization  review;  conditions 

of  participation _  14591 

Health  insurance  for  aged  and  dis¬ 
abled;  old-age,  survivors,  and 
disability  insurance: 

Hospital  insurance  benefits  en¬ 
titlement  _  24357 

Old-age,  survivors,  and  disability 
insurance ;  vow-of  -poverty 

members  of  religious  orders; 

elective  coverage _  23286 

Supplementary  secimity  Income 
for  aged,  blind,  and  disabled: 
Determinations  and  decisions; 
reopening _  23846 

Proposed  Rules 

Freedom  of  information;  disclo¬ 
sure  of  official  records  and  infor¬ 
mation;  policies _  17849 


Health  insurance  for  aged  and 
disabled: 

Clinics,  rehabilitation  agencies, 
and  public  health  agencies; 
conditions  for  participation—  25938 
Equity  capital  of  proprietaiy 

providers,  return  on _  24529 

Home  health  agencies;  service 

arrangements _  24530 

Inpatient  routine  nursing  salary 
cost  differential;  termination.  14934 

Posthospital  extended  care _  23974 

Provider  payments:  retroactive 
adjustment  in  case  of  admin¬ 
istrative  error _ 2G535 

Provider  Reimbursement  Re¬ 
view  Board  and  provider  ap¬ 
peals  _  26540 

Reimbursement  for  services  of 
hospital  interns,  residents, 
etc.;  determination  of  reason¬ 
able  rates _  16673 

Services,  laboratories,  portable 

x-ray  service  providers,  etc _  26535 

State  coverage  agreements  im- 
der  supplementary  medical 
insurance  benefits _  17151,  23879 


Old-age,  survivors,  and  disability 
insurance: 

Retirement  test  monthly  ex¬ 
empt  amount  and  contribu¬ 
tion  and  benefit  base _  26532 

Supplemental  security  Income  for 
aged,  blind,  and  disabled: 

Attorney  fees,  administrative  re¬ 
view  _  21986 

Exclusion  from  Income  and  re¬ 
sources  of  payments _  19831 

Notices 

Authority  delegations;  Assistant 
Bureau  Director,  Hearings  and 

Appeals  Bureau,  et  al _  25616 

Committee  establishment;  Supple¬ 
mental  Security  In;ome  Study 

Group _  20662 

Hospital  costs;  limits  schedule...  17190, 

23622 

Meetings; 


Supplemental  Security  Income 
Study  Group...  20337,24956,27070 
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SOIL  CONSERVATION  SERVICE 
Rules 

Plant  materials;  special  produc¬ 
tion  . . . . 17149 

Water  resources  program;  policy 
and  requirements;  correctlonr...  20941 


Notices 

Environmental  statements  on 
watershed  projects: 

Anasco  River,  P.R -  24371 

Aqullla-Hackben-y  Creek,  Tex__  23490 

Bachelor  Rim,  Ind _  27504 

Bayou  Plaquemine  Brule,  La —  24547 

Big  Creek,  Miss _  22566 

Brlllion  Project,  Wis _  19672 

Brownwood  Laterals,  Tex _  23490 

Bryant  Swamp,  N.C _  23344 

Buttonwlllow  Water  Manage¬ 
ment,  Calif _  23491 

Caston-Mountaln  Creek,  Okla__  17767 

Cedar  Creek.  Tex _  19672 

Chambers  Creek,  Tex.;  nega¬ 
tive  declaration _ 20119 

Chippewa  and  Long  Prairie 
Headwaters  Fish  and  Wild¬ 
life  Development  WesMin 

RCfcD  Project,  Minn _  18573 

Choctaw  Creek,  Tex _  22014 

Chunky  River,  Miss _  23491 

ChuQuatonchee  Creek,  Miss _  16095 

Corrales  Project,  N.  Mex _  25697 

Crooked  Creek,  Ala _ 19512 

Cross  Creek,  Kans _  24223 

Cub  Creek,  Nebr _  20658 

Cypress-Black  Bayou,  La _  23491 

Cypress  Creek,  Ala.  and  Tenn__  16095 

Deer  Creek,  Iowa _  25836 

Diamond  Brook,  Mass _  22282 

Dunlap  Creek,  Pa _  24039 

East  Pork  Pond  River,  Ky _  18479 

East  Upper  Maple  River,  Mich.  24039 

Elm  Creek,  Tex _ _ 14620 

Plat  Rock  Creek,  Ark _  17767 

Harmon  Creek,  Pa _  23492 

Indian  Creek-Bobo  Bayou, 

Miss _  23491 

Irish  Creek,  Kans _  24224 

Jamestown  Flood  Prevention 

RC&D  Measure,  Tenn _ 18199 

Kaercher  Creek,  Pa _ 22161 

Kahaluu,  Hawaii _  22014 

Klckapoo  Creek,  Tex . . 24547 

Kinder,  La _ 20118 

Little  Snl-A-Bar  Watershed, 

Mo.  _ 25611 

Livingston  Flood  Prevention 

(RC&D)  Measure,  La _  18574 

Long  Branch  Creek,  Okla _  16096 

Long  Creek,  Miss _ 23100 

Lower  Amazon-Flat  Creek.  Oreg  14958 
Lower  Black  Bear  Creek,  Okla. -  14621 
Lower  Little  Tallapoosa  River, 

Ga.  . 17189 

Lower  Tallahatchie  River,  Miss.  23492 

Lower  Tippah  River,  Miss _  16096 

Lye  Creek  Drain,  Ind _  17767 

Marsh-Kellogg  Creek,  Calif _  14621 

McNairy-Cypress  Creek,  Tenn__  20659 
Muddy  Creek,  MLss.  and  Tenn__  20842 

Mustang  Creek,  Calif _  23492 

Newman  Calif _  23493 

Norman-Polk,  Minn -  17767 

Pierce  Creek  No.  2,  Iowa _  24039 

Pollard  Creek,  Tex _  14622 

Pond  Creek,  Fla _  14959 

Prairie  Creek  (VIGO),  Ind _  25697 

Richland  Creek,  Miss _  23493 

Rogue  River,  Mich _  16096 
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Rush  Creek,  Ohio _  16097 

Salt  Cre^  and  Laterals,  Tex —  23493 

Salt  Lick  Creek,  Ky _ 22161 

Sand  Creek,  Kans _  25037 

Sandy  Chreek,  Tex -  16097 

Sebastion  Martin-Black  Mesa, 

N.  Mex . .  17050 

Second  Broad  River,  N.C _  16097 

Sedgwick-Sand  Draws,  Colo.  & 

Nebr  _ _ —  27504 

South  Fork,  Ark _  16864 

South  Pork  River.  W.  Va .  24224 

Southwest  Laterals,  Middle  Col¬ 
orado  River,  Tex _  25500 

Spring  Creek,  Nebr _  20659,  22566 

Stillwater  Creek,  Okla _  17050 

Stoney  CTreek,  N.C _  22567 

Stucker  Fork,  Ind _  22283 

Tallahaga  Creek,  Miss _  14622 

Tamarac  River,  Minn _  25500 

Three-Mile  and  Sulfur  Draw, 

Tex  _  17768 

Town  Creek,  Miss _  14959 

Tuscumbia  River,  Miss,  and 

Tenn _ 19512 

Upper  Bayou,  Okla _  16097 

Upper  Bayou  Nezpique,  La - 17189 

Upper  Bayou  Teche,  La _  25500 

Upper  Choptank  River,  Marydel 

Public  Drainage  Assn.,  Md _  14622 

Upper  Duck  Creek,  Kans _  23493 

Upper  Nanticoke  River,  Del _  22283 

Upper  New  River,  S.C _  16098 

Upper  Pecan  Bayou,  Tex _  23494 

Upper  Petit  Jean,  Ark _  23494 

Walker  Creek  Measure,  Wood 

County,  W.  Va _  23345 

West  Pork  of  Bayou  Lacassine 

Watershed  Project,  La _ 22162 

West  Upper  Maple  River,  Mich..  22567 

Will  Neill,  Miss . .  22567 

Wilson  Creek,  Nebr _ 17189 

Yantic  River,  Conn _  14959 

Equipment  grant  eligibility  deter¬ 
mination: 

Nevada _ _ _  14621, 14622 

Watershed  planning  authoriza¬ 
tion;  Amity  Watershed,  Colo., 


SPECIAL  ACTION  OFFICE  FOR  DRUG 
ABUSE  PREVENTION 

Rules 

Drug  treatment  services  and  cen¬ 
tral  intake  units;  Federal  fund¬ 
ing  criteria _  23062 

Proposed  Rules 

Confidentiality  of  alcohol  and 
drug  abuse  patient  records: 
Authority  transfer  to  HEW 


Secretary _  20522 

Part  revocation _  20542 


SPECIAL  REPRESENTATIVE  FOR  TRADE 
NEGOTIATIONS  OFFICE 

Rules 

Organization  and  functions _ 18419 

Notices 


Committees ;  establishment,  re¬ 
newals,  etc.; 

Industry  Advisory  Committees 
for  Multilateral  Trade  Nego¬ 
tiations  _  23498 

Labor  Policy  and  Labor  Sector 
Advisory  Committees _ 18518 
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Meetings; 

Agricultural  Advisory  Commit¬ 
tees  for  Multilateral  Trade 

Negotiations  _ 16153 

Labor  Policy  Advisory  Commit¬ 
tee  for  Multilateral  Trade- 

Negotiations  _  20148,  24256 

Trade  Policy  Staff  Committee; 
hearings . .  19045,  23546,  24252 


STATE  DEPARTMENT 

See  Agency  for  International  De¬ 
velopment. 

Proposed  Rules 

Advisory  committee  management.  15060 

Notices 

Art  objects; 

People’s  Republic  of  China;  ad¬ 
ditional  exhibitions _ 20111 

Soviet  painting  exhibition -  27270 

Aviation  policy,  international; 

conference _  17046 

Committees;  establishment,  etc.; 
Transnational  Enterprises  Ad¬ 
visory  Committee _  25235 

Environmental  statements; 

Washington  Technical  Institute 
et  al.,  proposed  construction; 

meetings _  18813, 19662 

Foreign  assistance; 

Argentina  _  22274 

United  Nations  Force  in  Cyprus.  25696 
Foreign  Military  Sales  Act;  Presi¬ 
dential  determination _  25077 

Meetings; 

Cultural  and  Technical  Inter¬ 
change  between  East  and 
West,  Center  for;  National 

Review  Board _  22274 

Fine  Arts  Conunlttee _ 17172 

International  aviation  policy _  17046 

International  Book  and  Library 
Programs,  Government  Ad¬ 
visory  Committee _  24546 

International  Educational  and 
Cultural  Affairs,  U.S.  Advis¬ 
ory  Commission _  19852,  24758 

International  Radio  Consulta¬ 
tive  Committee,  U.S.  National 

Committee _  16687, 

19852,  20655,  21055,  23899, 26706 
International  Telegraph  and 
Telephone  Consultative  Com¬ 
mittee _  14607,18565,20111 

Law  of  Sea  Advisory  Commit¬ 
tee  _  22007 

Music  Advisory  Panel _  22274 

Northwest  Atlantic  Fisheries 

Advisory  Committee _  17763 

Ocean  Affairs  Advisory  Com¬ 
mittee  -  22274 

Overseas  Schools  Advisory 

Council _  16858 

Prevention  of  Marine  Pollution, 
United  States  National  Com¬ 
mittee  -  17861 

Private  International  Law  Ad¬ 
visory  Committee _  22007,  23092 

Shipping  Coordinating  Com¬ 
mittee  _  16687, 

16858,  17293,  18565,  19852,  20655, 

23092,  23341,  24218,  25696 
Transnational  Enterprises  Ad¬ 
visory  Committee _  25235 

United  Nations  Relief  and  Works 
Agency  for  Palestine  Refugees 
in  Middle  East;  fair  share  con¬ 
tributions  _  27271 
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TELECOMMUNICATIONS  POUCY  OFRCE 
NotiCM 

Meetings: 

Electromagnetic  Radiation 
Management  Advisory  Coun- 

cU _  20374 

Frequency  Management  Advis¬ 
ory  Council _  19711,  25727 

TENNESSEE  VALLEY  AUTHORITY 
Rules 

Freedom  of  Information;  fees  for 
search  and  duplication  of  rec¬ 
ords  _  14749 

TRADE  ADJUSTMENT  ASSISTANCE 
OFFICE 
Rules 

Adjustment  assistance  regvila- 
tlons _  14930 

Notices 

Petitions  and  Investigations,  im¬ 
portation: 

Algy  Shoes,  Inc _  18014, 18827 

TRANSPORTATION  DEPARTMENT 

See  Civil  Aeronautics  Board. 

Coast  Guard. 

Federal  Aviation  Administration. 
Federal  Highway  Administration. 
Federal  RaUroad  Administration. 
Hazardous  Materials  Regulations 
Board. 

National  Highway  Traffic  Safety 
Administration. 

Pipeline  Safety  Office. 

Saint  Lawrence  Seaway  Develop¬ 
ment  Corporation. 

Urban  Mass  Transportation  Admin¬ 
istration. 

Rules 

Authority  delegations: 

Coast  Guard  Commandant  et 

ftl _  20088 

Federal  Highway  Administra¬ 
tor  et  al _  14764, 17992 


Freedom  of  information -  20276 

Notices 

Construction  contracts  or  subcon¬ 
tracts,  federally-assisted;  pro¬ 
posed  suspension;  Wilson,  John 

J„Inc _ _  19521 

Highway  construction;  Interstate 

Highway  66;  hearing -  24229 

Highway  Safety  Act  Sanctions 
proceedings  against  Mary¬ 
land;  blood  alcohol  level: 

Hearli^  cancelled -  20662 

Tennlnatlon _  20662 

International  Aviation  Policy  Re- 
■^ew;  public  participation;  sup¬ 
plemental  notice -  14970 

Meetings: 


Transportation  Quality  Citi¬ 
zens’  Advisory  Committee _  24042 

Puerto  Rico;  Highway  Safety  Act 
sanctions;  termination  of  pro¬ 
ceeding  _  25504 

TRAVEL  SERVICE 
Proposed  Rules 

International  expositions;  U.S. 

recognition  and  participation--.  23875 
Notices 
Meetings: 

Travel  Advisory  Board - 15111 


TREASURY  DEPARTMENT  Pegs 

See  Alcohol,  Tobacco,  and  Firearms 
Bureau. 

Comptroller  of  the  Currency. 
Customs  Service. 

Fiscal  Service. 

Foreign  Assets  Control  Office. 
Internal  Revenue  Service. 

Monetary  Office. 

Notices 

Antidumping: 

Amplifiers  and  parts,  lock-in. 


from  United  Kingdom _  15406 

Ball  bearings,  radial;  from 

Japan _  26284 

Chicken  eggs  in  shell  from  Can¬ 
ada - -  16687 

Electric  golf  cars  from  Poland.  25497 
Polymethyl  methacrylate  poly¬ 
mers  from  Japan _  25497,  26284 

Potassium  chloride  from  Canada  21499 
Tools,  non-powered  mechanics’, 

from  Japan _  24218 

Vinyl  clad  fence  fabric  from 

Canada  _  18565 

Water  circulating  pumps  from 

United  Kingdom _ 22150 

Authority  delegations: 

Assistant  Secretai-y  (Adminis¬ 
tration)  _  2549G 

Chief  Counsel,  Alcohol,  Tobacco, 
and  Firearms  Bureau,  et  al..  22565 
Chief  Counsel,  Foreign  Assets 

Control  Office,  et  al _  22565 

Deputy  Assistant  Secretary,  En¬ 
forcement,  Operations,  and 

Tariff  Affairs _  25832 

Deputy  Assistant  Secretarj^ 

Operations  _  19023 

Director,  Administrative  Pro¬ 
grams  Office,  et  al _  20959 

Director,  Equal  Employment 
Opportunity  Program  Office.  25608 
Under  Secretary  for  Monetary 

Affairs,  et  al _  24922 

Bonds,  Treasury;  2000-05.  20113,  20960 
Employee  benefit  plans;  exemp¬ 


tion  procedure  imder  Employee 
Retirement  Income  Security  Act  18471 
Gold: 

Sale  directive  Issued  by  Secre¬ 
tary  -  27501 

Stock  Audit  authorization _  24758 

Income  tax  treaties;  status  of  cur¬ 
rent  negotiations _  27271 

Meetings: 

Debt  Management  Advisory 

Committees  _  27501 

International  Monetary  System 
Reform  Advisory  Committee.  17763 
President’s  Labor-Management 


Committee _  19853 


Notes,  Treasury: 
Serie.<i  A-1082  _  . 

_  _  20112,206.^.5 

Series  E-1978 . 

Series  E-1979 

_  20111,  20330 

_  _  26572 

Series  H-1977 _ 

Series  1-1977 _ 

Serie.s  J-1977 

_  16687,  17294 

20871,  22149 
25496,  26284 

Series  N-1976 _ 

Series  0-1976 

_  15101 

22149.  23481 

UNITED  STATES  INFORMATION  AGENCY 

Notices 

Advisory  committees; 
of  renorts 

availability 

-  24068 

Meeting;  Information,  U.S.  Ad¬ 
visory  Commission _  19873 

UNITED  STATES  RAILWAY  ASSOCIATION 


Rules  Pag® 

Loan  application  procedures _  23758 

Notices 

Abandonment  of  service;  Penn 

Central  Transportation  Co _ 23125, 

23126,  23127,  27306 

Preliminary  System  Plan..  16377,  21402 

Properties,  railroad;  disposition 
for  other  public  purposes;  invi¬ 
tation  to  comment _ 21548 

URBAN  MASS  TRANSPORTATION 
ASSOCITION 

Proposed  Rules 

Charter  bus  operations _  25304 

School  bus  operations _  25309 

Notices 

Charter  and  school  bus  opera¬ 
tions;  interim  agreements _  25315 


VETERANS  ADMINISTRATION 
Rules 

Adjudication;  pensions,  compen¬ 
sation,  dependency,  etc.: 
Apportionable  rates  payable  to 

veterans,  widows,  etc _ 21724 

Awards;  effective  dates _  22253 

Liberalization  of  provisions _  16064 

Vietnam  era  termination  date.  27030 
Loan  guaranty;  interest  rate 

change  _  19643 

Procurement _  20819,  25451 

Proposed  Rules 

Adjudication;  pensions,  compen¬ 
sation,  dependency,  etc.: 

Automobiles  and  adaptive  equip¬ 
ment;  financial  assistance  to 

purchase  _  20957 

Awards,  effective  dates _  16092 

Claims;  evidence  requirements-  24920 
Dependency  of  parents  and 
awards  for  institutionalized 

veterans _  25691 

Reduction  and  discontinuance 

of  awards _ 21053 

Educational  benefits _  22849,  25692 

Privacy  of  personal  information 

in  VA  records . 14783,  27261 

Vocational  rehabilitation  and  edu¬ 
cation;  liberalization  of  benefits 

and  rate  increases _  19841 

Notices 

Automotive  driving  aids  for  dis¬ 
abled;  design  and  test  criteria.  15017 
Committees;  establishment,  re¬ 
newals,  etc.: 

Cooperative  Studies  Evaluation 


Committee _  14821 

Spinal  Cord  Injury  Ad  Hoc  Ad¬ 
visory  Committee _  23798 

Condominium  loans _ 21794 

Medical  device  experience  data; 
memorandum  of  understanding 
with  Food  and  Drug  Adminis¬ 
tration  _  18482 

Meetings: 

Administrator’s  Education  and 
Rehabilitation  Advisory  Com¬ 
mittee  - 16378 

Cemeteries  and  Memorials  Ad¬ 
visory  Committee _  17207 

Cooperative  Studies  Evaluation 

Committee _  20375 

Educational  Allowances  Station 

Committee _ 16155, 

24068,  25741,  26643 
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Health  Manpower  Training  As¬ 
sistance  Review  Committee—  16378 
Medical  School  Assistance  Re¬ 
view  Committee -  16378 

Special  Medical  Advisory 

Group _  19243 

Spinal  Cord  Injury  Ad  Hoc  Ad¬ 
visory  Committee _  23945 

Structural  Safety  of  Veterans 
Administration  Facilities  Ad¬ 
visory  Committee _  24394 

Veterans  Administration  Wage 
Committee _  25525 


WAGE  AND  HOUR  DIVISION 
Rules 

Child  labor;  violations  and  civil 

penalties .  25792,  27218 

Homeworkers  In  Industries  In 
Puerto  Rico;  minimum  wage 
rates  for  piece  work _  22830 


Pag* 

Minimum  wage  rates;  Industries 
in  Virgin  Islands _  15875,  26030 

Students,  full-time;  emplosnnent 
at  subminimum  wages;  correc¬ 
tion  _  22546 

Wage  orders: 

Puerto  Rico;  chemical,  con¬ 
struction,  etc _  16063,  17146 

Proposed  Rules 

Child  labor;  minors  between  14 
and  16  years -  24215 

Employment  of  Inexperienced  per¬ 
sons  at  subminimum  wages; 
cancellation _  24528 

Student  learners:  employment  in 
logging  operations:  proposed  ex¬ 
emption  withdrawn _  24528 

Notices 

Industry  committees  for  various 
Industries  in  Puerto  Rico;  mini¬ 
mum  wage  rates;  hearings _ 18519 


Learners,  certificates  authorizing 
employment  at  special  minimum 

wages _  16380 

Students,  full-time;  certificates 
authorizing  employment  at  sub¬ 
minimum  wages _  17089,  27085 

WATER  RESOURCES  COUNCIL 

Notices 

Meetings: 

Standing  State  Advisory  Com¬ 
mittee  .  26739 

WORKERS’  COMPENSATION  PROGRAMS 
OFFICE 

Rules 

Federal  employees’  compensation; 
claims;  correction _  14750 
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CUMULATIVE  UST  OF  PARTS  AFFECTED— APRIL-JUNE 


The  following  numerical  guide  is  a  fist  of  parts  of  each  title  of  the  Code 
of  FMeral  Regulations  affected  by  documents  published  during  June. 


1  CFR  Page 

PROPosn  Rulb: 

5 _ 26046 

2  CFR 

101  . 25199 

3  CFR 

100  . - .  24993 

101  _  24993 

EIxEcxrm'E  Okdeks: 

2951  (See  PLO  6498) .  18996 

7622  (See  PLO  6497) _  18997 

8038  (Amended  by  PLO  5502) _  25593 

11466  (Superseded  by  EO  11867).  26253 

11652  (Amended  by  EO  11862) _ 25197 

11758  (Amended  by  EO  11867) _  26253 

11768  (Superseded  by  E011861)_  22531 
11784  (Superseded  by  EO  11867).  26253 
11803  (Amended  by  EO  11857)..  20261 

11808  (Amended  by  EO  11865).—  25663 

11809  (See  EO  11849) _  14887 

11814  (Amended  by  EO  11855)..  19423 

11828  (Amended  by  EO  11848) _  14885 

11829  (amended  by  EO  11853) _  17537 

11833  (Revoked  by  EO  11863) _  25431 

11837  (Amended  by  EO  11857) _  20261 

11842  (Amended  by  EO  11857) _  20261 

11842  (Amended) _  14568 

11847  _ _  14568 

11848  _  14885 

11849  _ _  14887 

11850  _  16187 

11851  _  16645 

11852  _  17239 

11853  _ _  17537 

11854  _  18389 

11855  _  19423 

11856  . 20259 

11857.. . 20261 

11858  _ 20263 

11859  _ _  20265 

11860  _ 22121 

11861 _  22531 

11861  (Amended  by  EO  11864) _  22579 

11862  _ 25197 

11863  _  25431 

11864  _ 25579 

11865  _  25663 

11866  _  26015 

11867  . 26253 

11868  _  26255 

11869  _  26979 

Memoranda: 

Memorandum  of  January  2,  1973 
(Amended  by  Memoi-andum  of 

May  20,  1975) _  24889 

Memorandum  of  April  26,  1972 
(Amended  by  Memorandum  of 

May  20,  1975) _  24889 

Memorandum  of  December  13, 

1973  (Amended  by  Memoran¬ 
dum  of  May  20,  1975) _  24889 

Memorandum  of  October  29.  1974 
(Amended  by  Memorandum  of 

May  20.  1975) _  24889 

Memorandum  of  MarcL  24,  1975.  15377 
Memorandum  of  March  31,  1975.  18393 

Memoranda  of  April  24, 1975 _  20605, 

20607 

Memorandum  of  April  25,  1975 _  20609 


3  CFR — Continued  Pac* 

Mnnorandum  of  May  9,  1975 

(Security  information) _ 21927 

Memorandum  of  May  9,  1975 

(Spain)  _  23433 

Memorandum  of  May  20,  1975 

(African  countries) _  24887 

Memorandum  of  May  20,  1975 

(Kenj*a) _  24889 

Memorandum  of  May  22,  1975 _  24891 

Proclamations; 

2799  (Revoked  by  Proc.  4360) _  14567 

2037  (Revoked  by  Proc.  4360) _  14567 

2938  (Revoked  by  Proc.  4360) _  14567 

2942  (Revoked  by  Proc.  4360) _  14567 

2972  (Revoked  V”  Proc.  4360) _  14567 

3279  (Amended  by  Proc.  4370) _  19421 

3279  (Amended  by  Proc.  4377> _  23429 

3314  (Revoked  by  Proc  4360) _  14567 

4101  (Revoked  by  Proc.  4360) _  14567 

4319  (Amended  by  PLO  5495) _  16667 

4341  (See  Proc.  4377) . 23429 

4346  (Amended  by  Proc.  4359) _  14565 

4359  _  14565 

4360  _  14567 

4361  _ 15063 

4362  _  15861 

4363  _ 15863 

4364  . 16293 

4365  . 16641 

4366  _ 16643 

4367  _  16829 

4368  _  17977 

4369  . 18391 

4370  _ 19421 

4370  (See  Proc.  4377) .  23429 

4371  _ 19149 

4372  _  20255 

4373  _ 20257 

4374  _ 20791 

4375  . 22529 

4376  . 23427 

4377  _ 23429 

4378  _ 23431 

4379  _  25429 

4380  _  26667 

4  CFR 

20 _  17979 

303  _  18541 

400  . . 19429 

408  _  14737, 15865 

409  _  15865 

411 _ 19425 

Proposed  Ritles: 

10 _  16686 

351 _  14942 

412 _  19486 

5  CFR 

9  (Executive  Order  11856) _  20259 

213  _  15379, 


16189,  17243,  17539,  18541,  18751, 
18752,  19429,  19799,  21929.  22533, 
23271,  23717-23718.  23835,  23987- 
23989,  24353,  24517,  24893,  24993, 
25433,  26017,  26668-26672,  26990 


300  _  15379 

302  .  15380,  23835 

315 _ 15380 

330  _  23836 

351 _ 23836 
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353  .  23836 

511 . 27223 

531 _  23838 

534 . 27223 

550  _  23838 

772  . 23839 

831 . 27439 

890  . . 14569.25433 

1001  . .  14570 

Proposed  Rules; 

293 . 22842 

297 _ 22842 

2411..  . 21488 

2413..  .  21488 

7  CFR 

2  . . .  17829, 18752 

6  . 16069 

20  . 23839 

29  . 24173 

51  . 15381 

52  _  15890-15900, 18753, 19429, 25799 

53  . 25581 

55  . 20055 

56  . 20055 

59 . 20057,  20941 

68  . 21467 

70 . 20060 

102.. . . 19011 

220 . 17148 

225.. . . 20611 

270  _ 16069 

271  . . .  16069, 16320 

295 _ 23719 

301..  . ..16070,  19430.  21023,  21693 

331 . . 16070, 17539 

354  . . . 19633, 19828 

401.. . . 15905,  22823,  23435,  25434 

406 . 23435 

410 . 15905 

412 _ 24993,  26257 

510 _ 24893 

613 _ 17149 

621  _ 20941 

622  _ 20941 

724 _ 14737,  25199 

726 . 24994 

728 _ 16831 

730  _ 20060 

731  . 14601,22533 

873 . 16072 

900 . 20267 

905 . 14889, 

16210,  20061,  21467,  24174,  25799 

907  . 14889, 

16073,  16212,  17149,  17540,  17793, 
18404,  19009,  20062,  21023,  22265 

908  . 14890, 


16211,  16213,  16321,  17150,  17540, 
17829,  17993,  18404,  19010,  19438, 
20063,  20611,  21023,  21468,  21929, 
21930,  22265,  23283,  23720,  2417.5, 


24717,  24994,  25436,  25799,  26501, 
27007 

909  _ _ 20611 

910  _ 15065, 

16073,  16322,  17243,  18163,  19200, 

20267,  21469,  22534,  23437,  24353, 

24717,  25200,  25665,  26037,  27223 

911  . .  17830. 


24353,  24995,  25201,  25665,  26037, 
27224 
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915  . . 24006,  25800,  26501 

916  . . . _20063,  21693,  26502 

917  .  19633,  20064,  21694,  22534,  25435 

918  _ _  19828,  25436 

923 _ 27463 

944___ . .  14891,  20065,  21468,  24008 

951 _ - .  26672 

953 _ 23720,  24354 

959 _ _ _  16211, 17831 

981 _ 25436 

984. _ 22266 

991 _ 14737 

993 _ _ - . . 22824 

1001 . - . .  19829 

1002. _ 19829 

1004 _ 18753,  19829 

1007 _ 21469 

1011 _ 19634,21469 

1015 _ 19829 

1033 _ 27464 

1036 _ 19829 

1040 _ 19829 

1060 _  27463 

1101 _ 17540 

1121 _ 23437 

1126  . 23437 

1127  _  23437 

1128  _  23437 

1129  _ 23437 

1130  _ _ — _ _  23437 

1137 . 27474 

1207 . 17743,  26503 

1250 _ 15065 

1421 _ 22535,  23284,  24717 

1423 _ 26503 

1427 _  16647,  21469 

1430 _ 16649 

1464 _ 24175 

1472 _ 16213 

1488 _  16322, 16327,  16329,  16331,  19439 

1520 _ 27008 

1701 . -  16074 

1801. _ _ —  26257 

1803 _ 16333 

1807 _ 26257 

1808-- _ 26258 

1813 _  21696,  27475 

1822  _ 21024 

1823  _ 24517,27475 

1842 . .  21700,  22536,  22824,  27476 

1861 _  23285 

1872 _  15065 

2620 _ 17831 

2710 _ _ _ - . -  14891 

Proposed  Rules: 

29 . — .  15390,  22551,  26528 

51  . — . . .  24013 

52  . 19830 

68 . - _ _  18001 

180 . 18790 

270  . 26042 

271  .  20284 

401 . 14777,  22270 

724 . 16671 

726 . 20095 

760 . 18450 

908 .  16335,  17848 

911 _ 19479,  21033 

915  .  21033,  21980 

916  .  22269,  24018 

917  .  21483,  24908,  25478 

918  . 22141 

921 . 26529,  26682 


7  CFR — Continued  Pag® 
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922- .  25679,  27242 

923  .  23763 

924  . 27485 

929  . 24527 

930  . 21483 

944. . •_ . 21735 

945— . —  27242 

951 . 17151 

953 . 19479 

967 . 25828,  26276 

980  . 27242 

981  . 22141 

982  . 16852 

984 . 18449 

989..  _ 26276,  27485 

993 . — . 18562 

999 _ 24363 

1002 _ 14702.  15390 

1004 _  14702,  15390 

1007 _  15828 

1011 _  18946,20095 

1030 _  21033,  25828 

1032  _  25828 

1033  _  14769, 

17029,  18946,  20095,  24193 

1040 _  25828 

1046 . - _ _  25828 

1049  _  25828 

1050  _  25828 

1060  _  24738,  25828 

1061  _ 25828 

1062  _ —  25828 

1063  _ 25828 

1064  _  24019,  25828 

1065  _  25828 

1068  _  25828 

1069  _ 25828 

1070  _  25828 

1071  _  25828 

1073 _  2.5828 

1076 _  25828 

1078  _ —  25828 

1079  _ 25828 

1090 . 18946,  20095,  25828 

1094 _  25828 

1096..  _ 25828 

1097  . 25828 

1098  _ 22548,  25828 

1099  _  25680,  25828 

1101 _ _ _  17540, 18946,  20095 

1102-. . 25828 

1104 . — . —  25828 

1106 . - . .  25828 

1108 _ 25828 

1120  . . . - . —  25828 

1121  . 20004 

1126  . 20004,  25828 

1127  . 20004 

1128  _ 20004 

1129  . 20004 

1130  _ 20004 

1131  . 25682,25828 

1132  _  25828 

1137  _ 24908 

1138  . 25828 

1139  . 21034,  23474,  25828 

1207 .  23084,  26503 

1251 _ 15906 

•  1408 .  19830 

1421 .  15390 

1464 _ —  25217 

1701 . 17264, 

17591,  23763,  23874,  24738,  25218 

1823 . 14776,  20284 

1831 _  24204 

1842. . 15405 


8  CFR  Page 

1 .  23271 

100 _  17743 

103 _  17743 

211 _ 21700 

238  _  17744 

242  _  20816 

292  _  23271 

316a _ 17744 

Proposed  Rules: 

103 . 16215 

214 . 15092 

9  CFR 

50  _  27009 

51  . . - . .  27012 

72  _ 16650 

73  _  20612 

78  _ 17816,  23721 

79  _  18404 

82— _ _  17244,  18541,  27014 

91__ _ 20941 

94 _ 14571 

97 _  20065 

112— . . .  20066,  20941 

113 . . . —  17003, 

18405,  20066,  20941,  23721,  23989 
151 _ 24176 

308  . 25438 

309  _  27225 

310  _ 27225 

311  27225 

317 _  18542 

319 . 18542 

331 _ _ —  23452,  23454,  25202 

381  _ 23453, 

23454,  25202,  25438 

Proposed  Rules: 

54 _ 25829 

92 _ 19480 

112  . 22841,  24203 

113  _  24203,  25598,  25599 

303 . .  15906,  21982,  25230 

331 _ 22269 

381 _  15906,  21982,  22269,  25230 

10  CFR 

0 _ _ _  20268 

20 _  26679 

35 _  26679 

50 _ 19439 

70 _  16047 

100 _  26526 

205  — _ 26680 

207  _ 18408 

210. . 22123,  24517 

211  _ 14738, 

18182, 18543,  20941, 24176 

212  — _ 23272 

213  _  16047, 

18766,  18769,  19799,  21930,  24718. 
26681 

215  .  16295 

303  — _ 20465 

305  . . 20488 

307  . . 20489 

Rulings: 

1975-3  - . 17980 

1975-4  . - .  19635 

1975-5  _ 19800 

1975-6  _  23272 
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Page 


Proposed  Rules: 


2 _ 20110 

20  _  23478 

21  _ 20110 

31 _ 20110 

35 _ 20110 

40 _ 20110 

70  _  27280 

71  _  23768 

73 _  15098,  23768 

205 _  14605, 

17600,  20956,  24541,  24919 
208 _  26279 

210  _  18004,  18182 

211  _  14605, 

16089,  17600,  18182,  19660,  22146, 

23895,  24365,  24919,  27259 

212  _  15401, 

17850,  18004,  18467,  19219,  19659, 

20654,  23320,  24742,  27059 

213  _ _  14948 

303 _ 25220,  26702 

309 _ 25220,  26702 

11  CFR 

Ch.  I . . - _ _  23832 

Chapter  n _  23832,25440,26991 

Proposed  Rules: 

Ch.  n _  23833 


707  _ 

721  _ 

745  _ 

Proposed  Rules: 

7 . . 

202  _ 

. .  25583 

_  25582 

— .  23455.  25582 

.  14767,  23874 

_  18183,  20827 

204 _ 

_  25031 

206  .  _ 

1.5909,  25031 

217  _ 

.  16684,  16685,  25031 

220 _ 

_ L _ 1  23768 

226 _  _  _ 

19489,  23896,  26571 

228  _ 

_  1949.5, 25603 

329 

16219,24918 

335__ . 

_ 14947 

526 _ 

_  17860 

541 _ 

_  1.5096 

544 _ 

_  23895 

545 _ 

_  15096, 

23321,  23896,  25030 

.5.55  _ 

2.5030 

.5.56  _  _ 

_  17272,  18005 

563 _ 

_  _  18005 

564 _ 

_  24755 

584  _ 

_  _  16090,  17044 

612 _ 

_  25474 

701 

.  15404,  24205,  24755 

703 _ 

_ _ _ _  27260 

721 _ 

_  15404 

745—  _ 

_  15404 

12  CFR 


13  CFR 


7  _ 21700 

9  _  18770,20612 

23  _ 17135 

201 _  23842, 27476 

204  _ 17136 

207  _  19636 

208  _ 21931 

213  _  17136,18412 

217  _  16831,17831,24894 

220  _  19636 

221  _  19636 

226  _ 21470 

265  _  25581 

309 _  17004 

329  _  17137,23274 

339  _  25440 

623  _  17245, 

19193,  21025, 23069, 26672 

524  _  17245,27476 

525  _  17245,27476 

526  _  17246,18771 

527  _  27477 

528  _  27477 

532 _  17846 

641  _  15865,20944 

544  -  17984,20944,26667 

545  -  15382, 

15865,  17004.  17005,  17246,  17984, 
18772,  20942,  20944,  21025,  25581, 
25667,  25689.  27225,  27477 

552  _  20945 

556  _  17246 

561 _  17984 

563  _  14738, 

17984,  18411,  18772,  21025,  22824, 
25668,  25670,  27226 

563b .  19801 

571 _  17247 

584 _  17005 

588  _  17247 

602 _  14571 

611  _  17744 

612  _  17744 

614  _  17745 

615  _  17745 

616  _  17746 

701 _  23455,  25582,  26017 

706  - .  25583 


107  _ _ —  24354 

116  _  26259 

121  . - .  17138,  20951,  23843 

302  . 18544 

305  _ 25801 

306  . 19443 

307  . 25441 

311  . 22536 

313 . . .  22536,  25671 


Proposed  Rules: 


107 _  14606 

117 _  25032 

120  _  15098 

121  _  20110,  24210,  25831 

122  _  19021 

123  _ 19022 


14  CFR 


37 . . .  19636 

39  _ _ 14739. 


14740,  14801,  14892,  15085-15086, 
15384,  15866,  16189-16191,  16297- 
16299,  16831,  16832,  17006,  17138, 
17139,  17248,  17548,  17832-17835, 
18163,  18413,  18544,  19193,  19194, 
19443,  19808,  20068,  20268,  20816, 
20817,  20951,  21026,  21471,  21704, 
22124-22126.  22249.  22538,  22825, 
22826,  23069,  23456,  23721-23723, 
23843,  23990,  24178-24178,  24355, 
24996,  25203,  25584,  25672,  25673, 
26017,  26018,  26503,  27227,  27439 

71  — _ _ 14740, 

14741,  15086,  15385,  15867,  16050, 
16299,  16650,  16651,  16832,  17006, 
17007,  17139,  17140,  17248,  17249, 
17549,  17836,  17837,  17986,  18164, 
18414,  18549,  18977,  18978,  19444, 
19809,  20068,  20069,  20269,  20612, 
20952,  21472,  21931,  22126,  22127, 
22240,  22250,  22539.  23274,  23457, 
23458,  23724,  23990.  24179-24181, 
24355,  24518,  24720,  24721,  24895, 
24996,  24997,  25203,  25204,  25441. 
25585,  25673,  26019-26022,  26504, 
26673,  27015,  27440 


73  — . . 17549, 

17550,  18978.  23457,  23458,  25204, 
25442,  26260.  27015,  27227,  27440 

75  . . 17007, 

23724,  25204,  25441,  25442,  26023. 
27015 

91 _ 16651,  27015 

93 _ 26260 

95  . 22238 

97  14893 

T6'3o~o,  nHo.  iileir  i8978~  20069! 
21026,  22827,  23843,  24181,  24997, 
26022,  27016 

103 _ 17141,  26673 

121 _  17551,  19638,  25801 

135  _ 21704 

216  _ 23844 

222  . 25685 

223  _ 18415,  18979 

224  _ 18415 

227  _ 24998 

228  _ 18773.  26023 

233  . 18419 

240  . 27017 

241  . .  16852 

287  . 19639 

288  _ 14893, 19639,  20612,  23844,  24518 

371  .  23991 

372  . . .  23991 

374  . 23991,  23994 

375  . .  23070 

377  . 24998 

385  . 27018 

388  . . 23994 

389  . - .  19809,  20613 

399  .  18419 

400  . .  14572 

401  . .  14674 

426  .  14578 

436  . —  15088 

Proposed  Rules: 

Ch.  I . . - .  20289 

I  _  21866,22110,24664,26043 

II  . .  23897 

21__ . .  22271,24664 

23 .  21866, 

22110,  22554,  23048,  23474,  24664, 

24802 

25 .  15093, 

21485,  21866,  22110,  22554,  23048, 

23474, 23764,  24664,  24802 

27 _  21866, 

22110,  22554,  23048,  23474,  24664, 

24802 

29 . . . .  21866, 

22110,  22554,  23048,  23474,  24664, 

24802 

33 _  21866 

35 . . . .  21866 

39 _  16854, 

17852,  18562,  20289,  22271,  22554, 

23764.  24363,  24364,  24914,  25027, 

25479,  26541-26542 

43 . 22110 

71 . .  14780, 


14781,  15094,  15399,  15400,  15907, 
16088,  16089,  16217,  16345,  16346, 
16854,  17264,  17265,  17596,  17853, 
18001,  18176,  19019,  19020,  19484, 
19485,  19834,  20107,  20290-20293, 
20640,  20825,  20955,  20956,  21484, 
21485,  21740,  22272,  22556,  22557, 
23084,  23310,  23474,  23475,  23765, 
23766,  24019,  24204,  24364,  24365, 
24914,  25027,  25028,  25218,  25480, 
25601,  25687,  26043-26045,  26277, 
26542-26543.  26684-26686,  27042, 
27244 
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73 _  15907,  20825,  25688,  26277 

75 _  14781, 

19834,  21986,  22553,  23475,  24914 

91 _  22110, 

22554, 23048,  23474,  26043 

93 _  20826,  21740.  25028,  25219 

121_  17156, 21485,  23048, 24664,  24802 

127 _ 23048 

135 _  16347,22110 

207  _  17039,  18003 

208  _ _  17039, 18003 

212 _ _  17039, 18003 

214 _  17039,18003 

217 _  17039,  18003 

221 _  17596,24740 

234 _ 18450 

241 _  17039,  18003 

249 _ _  17039, 18003 

369 _ 18003 

372a _ -  17039 

378 _  17039 

378a _ 17039,  18003 

389 . 17039,  18003 

15  CFR 

4 _ 24721 

60__ _ 19810 

302 _ 17837 

350 _  14921 

355 _  14925 

370  _ 21931,  23990 

371  _ 21931 

372  _ 27227 

373  _ 21931 

374  _ 21931 

376  _  21931,  27227 

377  _  15867 

379 _ 23994 

385  _ 21932 

386  _ 21932 

390 _ 21932 

500 _  14930 

803 _ 21705 

920 _  16832 

924  _ 21706 

925  _ 19194 

927  _  23274 

928  _  23275 

1160 _  20070 

2001  _ 18419 

2002  _ 18420 

2003  . 18421 

Proposed  Rules: 

7 _ 20092 

803 _ 14603 

1202 _  23875 


16  CFR 


1  _ _  15232,  15233,  17008 

2  . . .  15235,  21708 

3  . . .  15234,  15236 

4  .  15235,  15236,  21708,  22827,  23278 

13 . . . .  14579- 


14582,  14741.  14894-14904,  15385, 
15386,  15868-15872,  16050,  16191. 
16300,  16654,  17838,  18979-18989, 
19444-19466,  19640,  20613,  21932, 
23724,  24895.  24999-25002,  25802- 
25805,  25808,  25810,  26261,  27018- 
27021,  27238,  27239. 


14.._ . .  23845 

255 . . 22127 

302___ . .  14584,  16654 


1031 . . .  26023 

1500 . .  16191,  17746 


Proposed  Rules: 


1 _ 15237,  20109 

3- __  15239, 20110,  21047,  22146,  25032 

4- _  15245,  20110,  21047,  22146,  25032 

19  _ 21047 

20  _ 21047 

28 _ 21047 

31 _ 21047 

33 _ 21047 

37 _ 21047 

49 _ 21047 

53 _ 21047 

64  _ 21047 

65  _ 21047 

72 _ 21047 

76 _ 21047 

84 _ 21047 

85. _ 21047 

87 _ 20147 

97 _ 21047 

99 _ 21047 

108  _ 21047 

109  _ 21047 

no _ 21047 

119  _ 21047 

120  _ 21047 

121  _ 21047 

122  _ 21047 

124  _ 21047 

125  _ 21047 

126  _ 21047 

127  _ 21047 

129 _ 21047 

133  _ 21047 

134  _ 21047 

137___ _ 21047 

139  _ 21047 

140  _ 21047 

143. _ 21047 

147  _ 21047 

148  _ 21047 

149  _ 21047 

155 _ 21047 

163  _ 21047 

164  _ 21047 

166  _ 21047 

167  _ 21047 

168  _ 21047 

171  _ 21047 

172  _ 21047 

173  _ 21047 

179  . 21047 

180  _ 21047 

183 _ 21047 

188  _ 21047 

189  _ 21047 

190  _ 21047 

193 _ 21047 

211  _ 21047 

212  _ 21047 

213  _ 21047 

218  _ 21047 

219  _ 21047 

220  _ 21047 

225. . 21047 

255 _ 22146 

437  _  23086,  23897 

438  _  21048,  23091 

440  _  26646 

441  _  23334 

444 _  16347,  25607 

447 _  24031,  24755 

502 _  26283 

1500 _  17157,  20293,  25480 

1.509 _ 20293 

1512 _  25480 


Ch.  I. .  17406 

1 _  17406,  18776,  20614,  23278 

15 _ 23994 

18 . - . . . . .  23994 

30 . 26504 

150  _ 15086 

200  _  14748, 

16052, 17008,  22129,  26506,  27441 
211 _ _ — . .  27441 

230  _ 21709,  27442 

231  _ _ _  21711,  24896,  27441 

240... . .  20073,  21717,  25442 

241 _ —  27441 

249  . 20073,  22827 

250  _  17249,  22129,  26026 

251  _ —  27441 

257 _ _ — _  26026 

271 _  17986,  21711,  24896,  27441 

275 _ 18424,  19468 

Proposed  Rules: 

1 _ _ _  18187,  19020 

150 _  15907 

210..  . —  20308,  25605 

211 _ 25605 

230_ . 20316,  27492 

231 . - .  25230 

239  .  20308,  20316,  23770,  25230 

240  _ 16090, 

20316,  21498,  25494, 27492 

241  . 25230 

249 . 20308,  20316,  25230 

270  . 18007,  20315,  27493 

271  . 18467,  20110,  24756 

275 _  14782,  18007,  18797,  24756 

18  CFR 

1 _  17553,  25003 

3 _  16300,  18796,  20270 

101 _  26983 

104 _ 26985 

141 _ 26983 

201  _  26506,  26987 

204 _ 26989 

260 _ _ _  17553,  20270,  26983 

301 _  14749 

401 _  17987 

Proposed  Rules: 

Ch.  1 _  15402 

1  . — _ 20827 

2  _ _ _  16220, 

22006, 22557.  24542,  25891,  26563 

3..  18796.  20108,  20270,  21492,  26569 

35 .  14606,  23768,  26702 

101 _  14606,  23322,  27492 

104-. .  14606.  23322,  27492 

141 . 15402, 

16684,  20108,  23322,  27492 

154. _ 14606, 

18467,  19661,  22006,  24031,  24542, 
25691,  25831,  26568 

157 .  22006,  24542,  25691,  26568 

161 _ 20827 

201  . 23322,  25831,  27492 

202  _  14606 

204 .  14606,  23322.  27492 

206- .  25831 

260 .  16684. 

18796,  21492,  23322,  25831,  26569, 
27492 

19  CFR 

1 . 19194,  24356,  26026,  26027 

4— . 21027,  21028,  23845,  24518 

6 . 15386 

22___ . 14749 

24. . 24518 

113_- . 14749 

123- .  19813 

143 . . . . -  19813 

151  . 23458,  27022,  27444 
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19  CFR — Continued  Page 

153 . 14591,  20617 

159 . . . 21719, 21720 

162 .  21932 

Proposed  Rules: 

4 _  19830,  24527 

12 _ 25595 

112  _ 15389 

113  _  15389 

133 _ 17151 

141 .  17151,  23874 

201 _ 23478 

20  CFR 

10 _ 14750 

395 _  26673 

404  . 23286,  24357 

405  _  14591, 

17746,  18165,  22539,  23288,  24324, 
24357,  25446,  25938,  26656 

416 _ 23846 

614 _  20270 

616 _  20270 

900 _  18776 

Proposed  Rules: 

401 _ 17849 

404_ _ 26532 

405 _ 14934, 

16673,  17151,  22539,  23288,  23878. 
23974,  24529,  24530,  25938,  26535, 
26540 

416 . 19831,21986 

422 -  17849 

602 _ 27050 

650 . 19481 

901  _ 20326 

902  _ 20326 

21  CFR 

Ch.  I . . 26027 

1  -  22984,  23996,  26262 

2  _ 22984 

3  - 26262 

5  -  23028 

6  -  16662,  23035 

8  -  15087, 18167,  23035 

9  . 18167 


21  CFR — Continued  Page 

429  .  23041 

430  . 23041,  26270 

431  . . —  15088,  23042,  26270 

433 _ 23042 

436 _  15088,  22251,  23725,  26270 

440 _  15088 

442 _  23725,  26270 

444 . 14906,  22252 

448__ . . .  15088, 19194,  22252 

449 . . - _ _  15089 

510  _ _ —  18993, 

20270,  20271,  22543,  23070,  25448 

511  . - _ _ _  23044 

514 _ 23044 

520 _  18994,  23071,  25812,  26273 

522 _  17838, 

18549,  18993,  18994,  23847,  25812 

540 _  24360 

555 _ 26273 

558 _  18168, 

20270,  20271,  20617,  22131,  23070, 

24721,  25812 

561 _  20793, 

21028, 22132,  23071,  26027 

588 _  20617 

601 _  23044 

630 _ 25813 

701 _ _ —  16192, 

18426,  23045,  23458,  23998,  24442, 
25585,  26675 

740 _ 16192 

1002  _  26052 

1003  _  23045 

1004  _ 23045 

1030 _  14750, 16663 

1210 _  23045 

1220— . 26508 

1240 _ 22543 

1301 _ 17142 

1308 _ 18426, 

19813,  20076,  23071,  23998,  26675, 

27023 

1402  _ 23062 

1403  _ 23062 

Proposed  Rules: 

1 . . — .  15392,  24909,  26682 

3 . .  15392,  24909 


23  CFR 

140 _ 

420 _ 

630 _ 

635 _ 

646 _ 

655 _ 

658 _ 

662 _ 

740 _ 

750 _ 

820 _ 


Proposed  Rules: 
658— . . 


Page 

.  16057 

.  17554 

_ _  17554 

14906, 17251,  25585 

. . .  16059 

_  20077 

_  24519 

_  14907 

_  25585 

. 21934 

— .  16301 


24532 


24  CFR 


58 _  22253 

82 _  22448,  23977,  26509 

100— . . 20079 

105. . — _  20079 

106 . 20079 

110 _ 20079 

115 . 20079 

200 _ _  17750,  20080,  22828 

203 _ _ — . 21472,  24183 

205 _ 21472 

207 . . 21472,  22828,  23864 

213 . 21472,  22829 

215 . 21935 

220  . 21473 

221  _ _  20080,  21473.22829 

232 . 21473,  22829 

234  . . — . 21473 

235  _ 21473 

236  . 21473,  22829 

241  . 21473 

242  . 21473 

244. . — . —  21473,  22829 

275 . 24818 

300 .  14753 

403 . 20081 

570 _  15089,  16663,  17987,  23864,  24692 

800  .  15580 

801  . 15580 

802  . 15580 

803  . 15580 

804  . 15580 

811 . 22829 


10  _  21721,  23035 

11  -  21932,  23035,  23725 

18  -  18549 

19  -  22250 

25 -  18425 

30  -  21723 

31  -  26266 

37 -  22540,  26267 

80 - 23035 

90 -  23036 

100 _  23036 


26  . 21736 

27  _ 16085,  26276 

80 . 23244 

121 _ 26683 

125 _  23244 

130 _ 22841,  26142 

310 . 24328,  26142 

314. . 26156,  26157,  26164 

320 . 26157,  26164 

331 .  22553 

334 . 18001 


880  . . .  15580, 19469 

881  .  15580, 18902 

882  _ _ _ _  15580,  19612 

883  . .  15580, 16934 

888  . . . .  15580,  26509,  27478 

889  . 15542 

890  .  17008 

1700 .  14753 

1909 .  23864 

1914 . 14599- 


102 -  23036,  26267 

121 . 14905, 

21934,  22131,  22251,  23036,  23996, 
23997,  25205,  25811,  26267-26269, 

26674 

123 -  14592, 

17142,  18167,  20793,  22132,  26027, 

26675 

128c - 24162 

202 _  23036 

210 -  26508 

310 .  23036 

312 _  16053, 18993,  23037 

314—. .  23038 


335  . 18001 

336  . 18001 

337  .  18001 

610 . 18176 

630 .  17151 

700. . .  24328,  25218 

950  . 25916 

951  _  25916 

952  . 25916 

1020 _ 24528,  24909,  25830,  26277 

1030 _ 23877,  27038 

1040 .  25830 

1301. . 16082 

1308 _ 16082,  23306,  24216 

1401 .  20542 


14601,  16835-16841,  17750,  17752, 
17838,  17839,  17987,  18776  18777, 
18994,  20617-20624,  20793,  20795, 
23725-23730,  23866-23872,  23977, 
23978,  25003,  25464,  25585,  25588, 
25590,  26991,  26995,  26999,  27215, 
27481 

1915 . .  14754, 

16192,  16193,  16303,  16304,  16842, 
17015,  17017,  17989,  18550,  19641- 
19642,  20271-20273,  20798,  20803, 
20808,  23460-23465,  23979,  23982, 
24183,  24722,  25206,  25207,  25467- 


328 . . . .  23040  ^  25471,  27000-27007,  27216,  27217 

330  . 23040  1916 . 23278,  23279,  24521 

331  __  22542  Proposed  Rules:  1920- . . . .  23864 

332  .  22542  ® . 2205 . . .  23252 
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Page 


Proposed  Roles: 


35 .  26974 

867 .  24738 

895 .  21040 

1400 .  26930 

1909  . 25478 

1910  . 25478 

1911  . 25478 

1914  . 25478 

1915  .  25478 

1917 .  16345, 

16674-16676,  18562,  19832,  19833, 
20106,  25478 

1925 . 23878 

25  CFR 

1  . 20625 

2  .  20625 

41 .  17022,  27444 

43k_ . .  14592, 19011 

88_ . 24183 

93 .  20952 

221_ _ 26676 

256 . 24184 

300— . 19194 

Proposed  Rules: 

41 _ 22141 

221 . —  17029,  27035 

252  . 18798 

253  _ 18798 

431 . 26039 

26  CFR 

CHP  I- _ _  16835 

I  . - . —  16663, 

23731, 23738, 24361,  26028,  26029 

9  . — .  25472 

10  .  17554,  25990 

II  . .  17555,  24002,  24521,  27217 

17 . . . — .  26028 

31 . . .  17144, 17840 

301 _ 15090,23743 

Proposed  Rules: 

I  . 14767, 

17576,  17588,  18798,  20633,  22548, 
24011,  24527,  25476,  25679,  26040, 
27483 

II  . - . .  18798,  22548 

31 .  17028,  21965,  27240 

49 . 25478 

301 . ^1965,  24011,  24527,  25478 

601 . 25478 

27  CFR 

CHP  I— . . 16835 

178 .  19201 

240 . 20627 

Proposed  Rules: 

178 _  21961,25026 

181 _ 21961,  25026 

245 _ 27240 

28  CFR 

0 .  24726 

20- . 22114 

60- . 22119 

Proposed  Rules: 

2- .  19204 

29  CFR 

70 . 27444 

90 _ 14908 


94  _ 22680 

95  _ 22685 

96  _  22700 

97  . 24346 

98  . 22708,  27218 

201  . 19980 

202  _  19981 

203  _ 19988 

204- . -  19992 

205  . 19998 

206  . . . - .  19999 

519 . - . . .  22546 

545 . 22830 

579  . - _ _  25792 

580  - 25792,  27218 

670 . . .  16063. 17146 

694 _ 15875,  26030 

726 . - . . 16C63, 17146 

1208 _ 17022 

1601  . 16193 

1602  . 25188 

1902- . - _ _  23465 

1905 _ 25449 

1908 _ 21935 

1910 _ 18254, 

18426,  18445,  21474,  23072,  23743, 

23847,  24521,  27368 

1913— . 15876 

1926 . — _ _  23072,  23847 

1928 . . —  18254,  21474 

1952 _ —16843, 

18426,  18427,  18429,  18995,  20627, 

23465,  24522,  24523,  25207,  25450, 

27024,  27025 

1954  . 25450 

1955  _ 23465 

1960 _ 19642 

2300 _ _ _ — .  14593 

2520 .  19469,  20628 

2550— . 20629,  24896 

2555— . 20629 

2603 . — _ _ _ _ 23847 


Proposed  Rules: 

4 _ 16082,23479 

5- . 20284 

89- _ 25562 

522 . - .  24528 

570 . . . . 24215,  24528 

1910 . . - . 15390, 

16217,  16336,  18468,  18564,  20202, 
21736,  26045 

1926 _ _ —  15390, 18468 

1952 .  16853,  24020 

2505 .  20653 

2510 . 20653,  24642 

2520  . 20653,  24642 

2521  . 20653 

2522  _  20653 

2523— _ 20653 

2550 _ 20653 

2552 _ 20653 

2555 _ 20653 

2560 _ 20653 

2605 . 24206 

30  CFR 

11 .  19470 

Proposed  Rules: 

55  _  19498 

56  _  19498 

57  _  19498 

250  _  17758,  24193 

251  .  17758,  24193 


93 _ 

100 . . . 

121 . 

500 _ 

Proposed  Rules: 
210 _ 

32  CFR 

40- _ _ 

287 . . 

291 . . 

765 . . 

806 . . 

856— . . 

1803 _ 

1810  _ 

1900- . 

Proposed  Rules: 

Ch.  VI _ 

1-39 _ 

155 _ 

641 _ 

1460 _ 

32A  CFR 

DMO-12 _ 

DMO  1-19- . 

DMO  vn-7 _ 

DMO  8400.1 _ 

DMO  8500.1A _ 

DMO  8505.1 . 

DMO  8540.1 _ 

DMO  8540.2 . 

DMO  8550.1 . 

DMO  8550.2 _ 

DMO  8555.1A _ 

DMO  8600.1B _ 


_  16844 

_  16844 

.  16844 

17262, 19202, 20952 


16669 


16194 

16203 

27025 

16314 

17841 

14758 

16314 

27446 

24897 


26174 

25597 

17995 

16850 

20827 


27219 

27218 

27218 

27218 

27218 

27218 

27218 

27218 

27218 

27218 

27218 

27218 


33  CFR 


1 _ _ — . .  23743 

26 . 19470 

68— _ 24897 

82 _ _ —  17022,  18429 

115 . 24898 

117 _  14594, 15093, 17753, 19470,  20817, 

24898, 25004 

118— . - _ _  24898 

127 . 17754 

207 . 20818,  21028 

209 _ 17023 

220 _  20081 

341 _ -  25292 

380 _ 14761 

401 _ -  25813 

Proposed  Rules: 

82 . 25685 

117 _  14604, 

15093,  18793,  18794,  19484,  20824, 
24532,  25686 

148  . . —  19956,  21739 

149  . 19956,  21739 

150  .  19956 

175 _ 17762,  25026 

193— . 25026 

204 . —  24193 

209 . 19766,  25493 

266 _  14872 

401 .  19661 

34  CFR 

256 . -  26031 


91 _ 

16304, 17840 

31  CFR 

Proposed  Rules: 

92 . . 

16304, 17840 

90 _ 

. .  16844  235 . . 

_  16855 
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Pago 


115 . 27219 

36  CFR 

7 _  14912, 16315, 19197,  25004,  25590, 

27029 

214 _ 16316 

270 _ 17556 

603  _  15877 

604  _  15877 

Proposed  Rules: 

7 _ 20284,  20640,  22841,  26528 

231 . 16335 

601_ . 19835 

38  CFR 

3 - 16064,  21724,  22253,  27030 

36 . 19643 


180 . .  14596, 

14597.  15387,  15880,  17146,  17557, 
17841,  18171,  18172,  19476,  20629, 
21029.  23073,  23280,  24524,  25591, 
25674, 26274,  27030,  27453 


408_ . 16204 

413 . 18130 

415  _ 22402 

416  _ _ _ 21731,  23472 

417_ _ 27454 

418  _ 26275 

419  _ 21939 

421 . 21029 

423  _ 23987 

424  . 21029 

427  . 18172 

428  . 18172 

429  _ 23824 


Proposed  Rules: 


1 _  14783,  27261 

3 _  16092,  20957,  21053,  24920,  25691 

21 _ 19841,  22849,  25692 

39  CFR 

21  _ 26510 

22  _ 26510 

24  _ 26510 

25  . 26510 

31 _ 26511 

32-_ _ 26511 

54 . 26511 

37  CFR 

61 _ 26511 

62- . 26511 

111 _ 22133,  23289,  24526 

222 _ 26511 

259- . 26511 

310 _ 23295 

320 _ 23295 

601 . . . 20082 

775 . 26511 

777 _ 19471,21028 

912 _ 26511 

Proposed  Rules: 

111 _  15909,  16686,  19221,  22848 

40  CFR 

6 _  16814,  20629 

15 _  17124, 18429, 18437 

30 _ 20082,  20232,  20952 

35 _ 20082 

40 . 20083 

45  _ 20083 

46  _ 20083 

50  18168 

51  _ 18168,  25814 

52  _  14595, 


15879,  16844,  16845,  18430,  18437, 
18550,  18726,  20083,  21725,  21727, 
22254,  23279,  23743-23757,  24184, 
24185,  24523,  24726,  25004-25011, 
25152,  26031,  26274,  26676,  27447 


53 _ 18168 

55 . 18438 

60  _ 18169,  26677 

61  _ 18169 

65 _ 14876 

80 _  27447 

85  _  16667,  18778,  21730,  24186,  24350, 

27448,  27573 

86  _ 27590 

120 _ 18170 

162 _ 18780 

164 _  25815 

172 _  18780 


Proposed  Rules: 


2 _ 21987 

33 _  20296,  24534 

35 _  20296,  24534 

52 _ _ _  15094, 


15095,  16218,  16680,  17157,  17597, 
18795,  18796,  19210,  19211,  19656, 
20642,  20643,  21045,  22145,  23766, 
24534,  25029,  26278,  27050,  27248 


60  _ 21987 

61  - 21987 

65 _  14876,  21046,  23086 

79 -  21987 

85 _ 18176 

125 _ 21987 

136 _  24535 

162 . . . —  26802 

167 . 21987 

171 . 26690 

180 _ 18451, 

20106,  20308,  20650,  20651, 21987, 
22146,  22847, 24539, 25688 

190 _ 23420 

230- .  19794,  25494 

408— . 15096 

409 . 23086 

413  _ 18140 

414  . 17041 

415  . 22424 

416  . 21740,  24918 

421— . 21047,  24539 

424 . 21047 

429 . 23829 

432 . 18150 

450— . 17762,  24020 

41  CFR 

Ch.5 .  18445 

1-1  — . 18785,  25674 

1-3  .  15880,  18786 

1-4 . 18786 

1-7 . 14913, 

17558,  18786,  18996,  20818 

1-9 . 19814 

1-12  . . 14913 

1-15  _  14913,  18787,  18996 

1-16 . 25674 

1-30 _ 14917 

3-1 _ 16319 

3-8 _ 16319 

5A-1  _  25450 

5A-2 _  16847,  25450 

5A-7  .  16847,  25011 

5A-11  _  22255 

5A-16  .  16847 

7-1 _  16205 

7-6 _  16205 


7-7  — 
7-16 

7- 30 

8- 1 _ 

8-19 

8-26 

8- 30  - 

9- 7  — 
9-9  __ 
9-54 
14-1 
14-2 
14-3  _ 
14-4 
14-6 
14-7 
14-8  .. 

14- 10  . 

15- 3 
50-204 
60-6 
101-11 
101-21 
101-25 
101-26 


101-30 _ _ 

101-43  . . 

101-47  . 

109-1  . 

114-19 . . 

114-26  . 

114-38  . 

114-43  . 

114-47  . 

114-50  . 

114-51  . 

Proposed  Rules: 

Chapter  9 _ 

Chapter  60__ 

3-1 . 

3-10 . 

3-16 . 

14-7_- . 

50-201 . 

42  CFR 

32 . 

51a . 

52c . - 

57 . . 

59 . 

66 . 

Proposed  Rules: 

Ch.  I _ 

51 . 

51c _ 

52e— . 

57 . 

82 . . 

85a _ 

101 . 

43  CFR 

4 . 

10 . 

26 . 

1780 . 

1784 _ 

2800  _ 

2920  _ 

4110 _ 

4114 _ 


_  16205 

_  16206 

.  16206 

_  20819 

.  25451 

.  25451 

.  25451 

_  22255 

16848,  17573 

_  19197 

.  27220 

_  27220 

15091,  27220 

.  27220 

.  27221 

_  27221 

_  27221 

_  27221 

.  20630 

.  25452 

.  19827 

.  25591 

.  23856 

.  23856 

.  24361, 

25012,  25592 

.  25592 

_  23856 

.  22256 

.  15091 

.  25593 

19477,  20818 

.  20818 

.  20818 

.  21954 

.  21854 

.  20818 


.  16677 

_ 14953 

.  27039 

_  16337 

.  16337 

.  17848 

25219,  26045 


.  25815 

.  24436 

.  27456 

14762,  17252 

.  17991 

19314,  20953 


. 20522 

. . 21628 

.  21628 

.  19014 

_  14932, 

18790, 19017, 19482 

.  17029 

.  26530 

. 19762 


20819 

20822 

22260 

25453 

25453 
17841 
23472 

25454 
25454 
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Public  Land  Orders: 

1074  (Revoked  in  part  by  PLO 

5174  (Am^'d"(^b'y"pL6*550i) IIII  25013 

5493  (Corrected  and  amended  by 

PLO  5502) . - .  25593 

5494  . 16066 

5495  . 16667 

5496  . . 16208 

5497  . 18997 

5498  . 18996 

5499. . 20084,  22833,  25676 

5500  . 23472 

5501  . 25013 

5502  . 25593 

5503  .  25593 

5505 . 27458 

Proposed  Rules: 

4 . 14603 

2650 _ 14603 

3300 . 20090 

5400 .  24362 

5420 _ 24362 

5450 _ 24362 

45  CFR 

5 . 18997,  26512 

63_- .  23295,  24003 

80 . 18173 

86 . 24128 

100a- _ 21954 

103 . 18787 

112. . 16013 

113- . 16015 

114  . 16019 

115  .  16032 

121 .  18998 

121a__ .  18998,  27459 

123 . 26514 

126 . 23298 

130 .  25013 

144 . 22135 

151 .  14762, 18551, 20084 

154. .  14917 

155 . 14918 

158. .  17712 

166 .  17950,  22230 

169 . 23857 

175  . 22137 

176  . 22138 

177  .  18556 

180 . 25207 

182 .  20273 

183-  .  21957 

184-  .  21954 

185 . 25172 

I  189 . . . 23300 

190 .  15248 

192 . 17844,  27459 

205 .  27154 

220 . 27030 

228 . 27352 

232— . 27154 

233 . 25818,  27156 

234- .  27156 

■  235 . 27156 

237— .  16667 
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